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Inlere’s the Cylinder that’s 
preferred in the Industr 


No wonder L-P Gas Producers pre- 
fer Hackney Cylinders for the storage 
and transportation of their products! 
Design and construction in Hackney 
Cylinders are planned with users’ 
requirements in mind. For instance, 
there is only one body weld in the 
entire construction—X-ray. con- 
trolled to assure uniformity and 
maximum strength. 


The Hackney process of cold draw- 


ing makes possible uniform side- 


wall thickness as well as eliminatix 
defective material. The finished cy 
inders are heat-treated in time aol 
temperature-controlled furnaces 10 
assure correct physical propertiesd 
both steel and weld. 

Thus, in selecting Hackney Cylit 
ders... you are choosing maximus 
strength, minimum weight, unifom 
capacity and lowered transportatia 
costs. Write for full details 
today. 
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Pressed Steel Tank Company 
. Manufacturers of Hackney Products “3 
1487 South 66th St., Milwaukee 14 


1399 Vanderbilt Concourse Bidg., New York 17 
Hackney 208 S. La Salle St., Room 2069, Chicago 4 
552 Roosevelt Bidg., Los Angeles 14 ; 
_ SONTAINERS FOR GASES, LIQUIDS AND 






ng th 
ing tt 
jously, 
m be 
to. sal 
solutic 
fas Wa 
for illus 

Ors | 























They First Put Gas to Work! 


ong the ancients, the Chinese are credited 
ing the first to turn gas to practical use. 
iously, they conducted gas found escap- 
om beds of soft coal, through bamboo 
loasaltworks. Here crude burners evapo- 
solutions of brine to recover the salt. 
gis was brought to Pekin where it was 
ir illumination. Thus, to the Chinese, go 
mors for putting gas to work. 


Rthen gas has been at work incessantly 
ever-increasing volumes. The newest 
fof the commercial gas family, and the 
ipethaps the brightest future, is LP-Gas. 
mes are continually finding new uses 
clean, convenient. economical fuel. 


Poem alae 


Many such applications have been made possibl 
through measurement and control developments tha 


originated in the laboratories of the EMCO ot 
ganization. 


Sburgh Equitable Meter Company 
ubsidiary of ROCKWELL MANUFACTURING CO. 


ittsburgh 8, Pa. 





LP-GAS DOES IT BETTER 
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@ Have you service or operating problems? 
Submit them to us and our technical de- 
partment will endeavor to help you.—Ed. 


Gentlemen : 


Can you tell me why we can not 
obtain fully automatic, “C-P” stoves 
fr B-P Gas, but they are made for 
natural gas ? 

Also, in installing an 18,000 gallon 
propane tank, how high should it be 
above the ground, how many piers 
to support it, how long and wide 
should piers be, should they be of 
reinforced concrete ? 

How should bases for piers be 
made? 

Tank is 84 in. in diameter and 60 
ft. long. 


R.N.L. 
Nebraska 


The reason manufacturers do not push the 
fully automatic clock control type for B-P Gas 
is that so far a 100% automatic shut-off for 
pilot and oven burner is not generally avail- 
able. Other than for this feature all other 
qualities of the CP range are applicable to 
BP Gas use. 

In regard to your second question, if a pump 
8 to be used the bottom of the tank should be 
about 5 feet above the pump suction. If no 
pimp is required, 12 to 18 inches above the 
stound is satisfactory. 

The tank should be supported on two piers 
and the size of the footings can only be deter- 
mined by knowledge of the soil condition. Your 
local civil engineer can quickly advise you on 
sue and reinforcing required. 

} Have you been following Mr. Smith’s articles 
im Burane-PropANE News on pump problems? 
They started in the June issue. I suggest you 


review them.—Ed. 
td 
Gentlemen : 
Will you kindly advise us of how 
We can go about getting the general 
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construction details for the building 
of a stake body for a 1%-ton Dodge, 
GMC or similar chassis? 

We are interested, of course, in 
rugged construction as we will want 
to carry as many bottles as possible 
and be able to get them on the truck 
with the least amount of bottle mov- 
ing. 

T. M.O. 
Connecticut 


Our experience has been that the standard 
flat rack bodies with side gates put out by the 
manufacturers of these units have been satis- 
factory. 

A simple method to hold the cylinders in 
place in an upright position is to attach cross- 
piece holders to the sides, spaced one cylinder 
apart. The cross bars can then be dropped in 
place, separating a row of cylinders and hold- 
ing them vertical. In this way any size load 
ean be carried.—Ed. 

* 
Gentlemen: 


There has been a question regard- 
ing excise tax on equipment that is 
connected to bottle gas. 

Would you be kind enough to ad- 
vise us as to whether or not excise 
tax does apply to this equipment? 

F. M. P. 
Tllinois 

We do not know of any excise tax applying 
to equipment that is connected to bottled gas 
installations. 

There is an excise tax on stoves, water 
heaters and other appliances. This is 10%. 

However, this tax was imposed to dis- 
courage the purchase of appliances early in 
the war and no doubt will be removed soon. 
—Ed. 

e 
Gentlemen: 


We have a heating problem I 
would like your advice upon. 

We have two bottling plants and 
one garage where we store our bu- 
tane trucks, in all of which we want 
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to have heat to work by—not to 
heat the buildings, as they are too 
well ventilated for that. 

Is there an_ electric radiator 
heated by coils that is explosion- 
proof that could be used? 


A. E. L. 
Missouri 

An electric radiator would be highly haz- 
ardous. Electrical equipment of all kinds is 
dangerous to use around liquefied petroleum 
gas unless it has been made specifically explo- 
sion-proof. 

It would also be against the law to use an 
open flame heater in your plants but you 
might locate such a heater 25 or 50 feet away 
and convey your heat to the desired point by 
ducts through a forced air unit. 

This would result in considerable heat loss 
enroute but it might help to solve your prob- 
lem.—Ed. 

e 
Gentlemen: 


I read with interest your articles 
on the brooding of turkeys with B-P 
Gas. 

My problem is brooding pigs. We 
need brooders to cover an area of 
about 4 to 6 square feet for each 
pen. We wrote the A. R. Wood Co. 
Their brooders for chickens will not 
fit our use. They are the wrong size 
and shape. 

Can you refer us to anyone else 
who can furnish either brooders or 
gas burners to be put in brooders? 


H.N.S. 
Tilinois 


We have no information upon the use of 
liquefied petroleum gas for brooding pigs. 
Should your research reveal the use of our gas 
for this purpose I certainly would like to hear 
about it. 

Of course, there are several firms manufac- 
turing burners which would be suitable for 
such an operation. Their ads will be found in 
BUTANE-PROPANE News.—Ed. 


e 
Gentlemen: 

Can you tell me if natural gas, 
when pumped into a container of 
B-P Gas which is partly full, will be 
absorbed by the liquid? I was think- 


ing about using an ordinary 4 
compressor to pump natural gas int 
a tank to increase its pressure an 
thereby facilitate unloading. 

Do you think this method 5 
feasible? 

A.C.J. 

Wyoming 

Natural gas is not readily absorbed by by. 
tane and propane and it can be pumped into: 
tank of B-P Gas with a compressor to build » 
pressure. 

This is done in the refining end to som 
extent. It is not feasible to use air for such: 
purpose.—Ed. 


* 
Gentlemen: 


Can you tell me who makes butan 
gas water tank heaters for cattle! 
Also, gas heated chicken water fow- 
tain tanks. 

A.T. 


Montana 


Many ranchers in the West heat their wate 
ing tanks for stock from regular water heater 
installed in nearby buildings. In_ localities 
having very low temperatures in Winter, lar 
size tanks are advisable. 

You will find among the advertisers in or 
magazine the names of several firms matt 
facturing water heaters.—Ed. 


7 
Gentlemen: 

I am considering installing a br 
tane-propane dispenser in my tow 
and I am wondering if you could gitt 
me the address of the nearest col 
pany who could supply me with th 
equipment necessary. 

— G. L. 0. 


South Dakota 


Since I received your letter I have telephone 
to the Adel Precision Products Corporatict, 
10777 Van Owen Street, Burbank, Calif. Th 
firm manufactures a dispenser for B-P Gas and 
they have promised to write you immedia 
and send you literature.—Ed. 


@ BUTANE-PROPANE News welcomes letter! 
from our readers, but it must be 
that this magazine does not n 
cur in opinions expressed.—Editor. 


con 
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COMMENT 


| bo all, reputation and success 
depend upon the quality of service 
a dealer renders consumers. 

Good service begins in your own 
shop, where new men get their first 
instruction. Read C. C. Westmore- 
land’s first of a service series, start- 
ing on Page 37. 

os 


Pent-up demand for gas ranges is 
4 million, according to a recent sur- 
vey. 

Output in the first normal pro- 
duction year will be about 3 million. 


Everybody thought that, with the 
war over, people would go back to 
where they came from and housing 
congestion would be relieved. Instead, 
it seems to grow worse. 

Ultimately, excess city populations 
will feather out to rural areas—along 
the principal highways, to smaller 
towns, to farms. New homes and new 
businesses will be established, new 
communities born. 

These will all be prospects for B-P 
Gas. In fact, the availability of mod- 
em conveniences, made possible by 
our fuel, is one prime reason why 
those used to city ways will be will- 
ing to locate in the country. 


When next summer comes, don’t 
close up shop, you butane dealers. 
Build a slack-season load! 

Balance the warm season sales with 
those you have been making in winter. 

Dealers selling to the domestic trade 
we prone to accept the summer drop 
™ business without a struggle. 

There is good summer business all 
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around you— vacation resorts, hay 
and grain drying, stationary pumping, 
tractors and trucks converted to burn 
B-P Gas, well drilling and innumer- 
able avenues for the employment of 
our fuel. 

Whenever you see an operation util- 
izing oil, gasoline or electricity, re- 
member that butane and propane can 
do a better job. 

And if you have a summer cooking 
load and slack winters, scout the com- 
mercial and industrial fields. There 
are machine shops, factories, restau- 
rants, wash racks and other indus- 
tries in nearly every small town. 


The Smaller War Plants Corpora- 
tion will continue to make loans to 
small plants for civilian production, 
and the agency’s 114 field offices 
throughout the country have been so 
notified, Maury Maverick, chairman 
and general manager, has stated. 

The end of hostilities did not nullify 
the act of Congress (Public Law 603) 
that gave SWPC power to afford 
financial assistance to small manufac- 
turers, Mr. Maverick said. 


You will not find a chapter on 
pump problems by R. Stanley Smith 
in this issue. The series will be re- 
newed in January, however. 


The Louisiana Butane Dealers As- 
sociation now publishes a magazine 
suitable for distribution among con- 
sumers. It is sold to association mem- 
ber dealers who, in turn, mail it to 
present and prospective users. 

It constitutes constructive propa- 


15 








ganda to acquaint the public with the 
value of B-P Gases for domestic and 
other uses, thus performing a selling 
function. 
It is well prepared and is an asset 
to the industry. 
. 


You will read and hear all kinds 
of stories soon about how to sell 
and what to sell, but that can all be 
filtered down to-.a 3-way, sure-fire 
method, no part of which can stand 
alone, but when grouped, will win 
every time: 


Get a good product. 


Tell the truth about it sincerely and 
enthusiastically. 


Work. 
And the greatest of these is work. 
e 


Add new industry associations: 


Florida, Oklahoma. 
® 


Because the U. S. Bureau of Mines 
stated last month that the produc- 
tion of butane has declined doesn’t 
mean butane is short. With vastly 
decreased need for aviation gasoline, 
which drew upon butane so heavily 
during the war, butane becomes more 
plentiful than ever before for civilian 
consumption. 

Manufacturing facilities are far 
beyond present requirements. 


Many of the large oil companies 
are establishing research laboratories. 
Scientists and _ technologists have 
plenty of advanced ideas to work 
upon, outgrowth of new methods em- 
ployed in the war. 

Butane and propane are destined 
to play vital parts in much of the 
research along chemical lines and may 
rival, even excel in quantities, the 
volume of these hydrocarbons used in 
the domestic field. 


Popular topics are decentralization 
of industry and populations. Th 
cities are starting to move to the 
country, reversing earlier trends, 

This means more country and small 
town homes, which will need liquefiej 
petroleum gas for domestic uses, more 
highway restaurants and hotels seek. 
ing “the superior fuel,” more indus. 
trial plants requiring power. 

It’s really a great future to con. 
template! 

= 

Indifference to fire hazards by the American 
public has resulted in a per capita fire loss in 
American cities of $1.95 as compareed with 
cities of comparable size in Europe of as low 
as 15 cents. The 15-cent figure is in Italy. 
France has 48 cents, England $1.05. 


The European fire loss is 20% less per 
capita than ours. 


In 1944 more than 40 billion meals 
were eaten away from home in the 
United States and with gasoline m- 
tioning removed highway restaurants 
will get an increasing amount of 
business. New equipment is needed 
in every old cafe and hotel—in small 
towns and along the highways, 4 
well as in cities. 

Why shouldn’t gas be _ installed? 
It will, if you do the selling job you 
should. 

e 


A manufactured gas plant changes 
over to propane-air, nearly doubling 
the Btu value of the gas. (See Page 
31.) 

Operating costs have been cut it 
half. Employes now number three 
instead of seven. 

At the end of the first year, 
ceipts came within $38 of the i 
turns from the former method. 

Such a record is not an exception 
It’s common. Is there a town neal 
you using manufactured gas? Chang 
’em over! 

By Ed. 
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E News 


MAINLY BEYOND THE MAINS 


By ELLIOTT TAYLOR, Washington Editor 


Dump the Junk 


Now that gas men are able to 
get back into the gas business 
we would like to suggest to the 
dass that this 
would be a 
god time for 
retail dealers 
to rid their es- 
tablishments of 
the odds and 
ends of trash 
and cheap vic- 
tory gadgetry 
that have been 
cluttering up 
sales floors and 
sore shelves 
ever since legitimate merchan- 
lise disappeared into the mys- 
terious maw of war necessity. 

Appliance showrooms that 
once had as much class and dig- 
nity as a bank or an embalming 
parlor are now loaded down with 
curiosities and trinkets that be- 
long only on the novelty counters 
of the five-and-ten-cent stores, 
and priced at ten cents instead 
ofa dollar. 

The best proof a gas appliance 
dealer can give to the public that 

els all out for gas is to concen- 
trate his major effort on gas ap- 
Dliances, gas equipment and fuel 
8a8 service. Catchpenny, electri- 
al novelties only cheapen his 
Whole activity. 


ELLIOTT TAYLOR 
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Electrical merchandise of gen- 
uine quality, however, is a dif- 
ferent matter. The question is 
often raised as to whether or not 
the liquefied gas dealer is justi- 
fied in eliminating all electrical 
equipment from his lines, or if 
he should hang onto at least the 
small table top and kitchen util- 
itv items that are not in any 
sense competitive with gas. 


This is no copybook question 
that can be answered by an easy 
generalization that will apply to 
all cases. Every retail establish- 
ment is a problem in itself. Many 
a propane or butane dealer has 
graduated into the gas business 
out of a hardware store, and 
there are others who came up by 
way of the electrical appliance 
business. To continue to handle 
toasters, irons, coffee percola- 
tors and waffle makers is a sen- 
sible and profitable continuation 
of an old, familiar activity. 

We believe that the essential 
ingredient in the success of any 
gas operation is the gas, itself, 
and not what is carried as a 
sideline. And the greatest evil of 
too many and too varied supple- 
mentary activities is that they 
may have a tendency to relegate 
the gas business into the cate- 
gory of a sideline. 

Selling and servicing butane and 
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propane customers, and handl- 
ing and installing the necessary 
gas utilization equipment is no 
longer a sideline business, and 
the dealer who persists in re- 
garding it as such is only invit- 
ing competition to move into his 
territory. And we don’t mean 
only the electrical competition, 
which is probably there, already, 
in a big way. The sideline gas 
dealer is inviting some other gas 
operator to come in and seize the 
opportunity that his preoccupa- 
tion with too many interests 
may be endangering. 


More than once in times past 
we have heard little moaning 
cries issue from some dealer be- 
cause another unscrupulous son 
of a something has moved in and 
started soliciting business right 
in his own private territory. 
Looking a little closer into these 
cases we have almost invariably 
discovered that the man who 
was singing the blues was a man 
who had neglected to make the 
most of the opportunities that 
lay around him. 


The truth of the matter is 
that the field that proves most 
inviting to the so-called cut- 
throat competition is not the 
lush, well serviced territory 
where the industry is represen- 
ted by a dealer who gives serv- 
ice that is comparable in every 
way to that rendered by a town 
gas utility. Such spots are just 
too hard to break into to make 
them attractive to any inter- 
loper. 
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But if an area, serviced by, 
small hardware store or ar 
formed electrical appliang 
dealer, has only a hundred dp. 
mestie accounts, where two or 
three or four. hundred should lk 
using gas, it is an open and shut 
cinch that someone is going t 
come in and try for the pros 
pects that are not being actively 
solicited. 


As the postwar expansion of 
the liquefied gas industry get 
under way, which it is surely do. 
ing right now, it becomes in 
creasingly obvious that the rate 
of growth will be more rapil 
than that of the prewar marke. 
As this growth continues, the 
tendancy, already manifest in the 
East, will be toward bigger dis- 
tributing organizations, many of 
which will be formed as the re 
sult of mergers of smaller oper: 
ations. 

All of these signs indicate one 
thing, and that is that every 
legitimate, prospective customer 
for either butane or propale 
service is going to be workel 
and worked successfully by 
someone. The independent dealet 
who wants to stay independetl 
—and more power to him—must 
be prepared to so effectively ant 
so efficiently canvass, sell and 
service his own territory that 1 
competitor, big or little, wil 
want to set up shop where he 
operates. 

One of the fascinating fe 


BUTANE-PROPANE Nev 





tures about the liquefied gas 
business has been the opportu- 
nity that it has afforded count- 
less hundreds, even thousands of 
small business men to get started 
on the road toward indepen- 
dence and profit. We trust that 
this will continue to be a charac- 
E teristic of the industry for many 
years to come. 


But to start small is one 
thing, and to remain small is 
quite another. Every liquefied gas 
operator must envision his ac- 
tivity at no less than the maxi- 
mum that his territory can sup- 
port. 

Any small-time sideline acti- 
vities that interfere with his 
progress toward that goal are 
simply too expensive in the long 
run to be tolerated. If the mer- 
chandise, taken on out of neces- 
sity to piece out a war-time op- 
eration, now falls in that cate- 
gory there can be no time like 
the present to dump the junk. 


No Deal 


At the annual convention of 
the American Gas Association 
held in New York City recently, 
the outstanding theme of the 
two days of discussion was 
the advertising and promotion 
dan of the gas industry now 
being financed by the gas utili- 
ties at a cost of about a million 
and a quarter dollars a year. 


New advertising media have 
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been added, and most of the in- 
sertions in all of the popular 
magazines will be in attractive 
four-color display. But, as we 
looked over the previews and 
the roughs of the campaign 
which will be built around the 
“New Freedom” gas_ kitchen, 
we were pained to observe that 
no mention is to be made of the 
fact that any appliance that will 
operate on natural or manufac- 
tured gas can be operated on 
liquefied gas, as well. 


The manufactured gas com- 
panies and the combination gas 
and electric utilities seem to 
have effectively squelched this 
proposed cooperation for the du- 
ration of another campaign. 
Since the big gas utilities have 
plenty of money to spend any- 
how, and since they don’t want 
to let liquefied gas in on their 
plans, we recommend that the 
sensible thing for butane-pro- 
pane dealers to do is to forget 
any contribution to the national 
advertising fund of the Amer- 


-ican Gas Association and get 


themselves all set for a free 
ride. 


One thing even the utilities 
can’t do—they can’t deny that 
gas out of tanks and gas out of 
cylinders is just as much gas as 
that which they serve through 
their pipe lines. And as far as 
the buying public is concerned, 
gas to them is just gas, and 
they like it better than any 
other fuel. 
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HOW DO YOU DO 
YOUR COOKING? 





22 to 1 the answer is: 
“With GAS, of course, 


pAmerica’s Preferred 
Cooking Fuel.” 





And Universal quality, Universal 
promotion, Universal plans for 


accelerated production... 





will lead to but one reply from 





discriminating homemakers: 


UNIVERSAL GAS RANGE 
semerica’s Preferred 
Cooking Chote 
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Agseene in the Ozark area where many systems 
are installed. 


By HOMER L. BRASWELL 


President, Hydro Butane Gas Co., 
Hickman Mills, Mo. 


Missourians Thought B-P Gas 
Too Good To Be True 


N Feb. 1, 1937, I was operating 

“Homer’s Place,” as owner and 
manager, in Prescott, Ark. At this 
time I had never 
heard of butane 
gas, and cer- 
tainly had no 
idea that I was 
30 close to being 
the one to pion- 
er this gas in 
the State of 
Missouri. 

But one day, 
Samuel Hugh 
Elgin came into 
my place read- 
Ing a pamphlet that B. T. Harris, 
of Little Rock, Ark. (now the Bu- 
tane Gas Co.), had just printed, 
stating the advantages of butane 
a8 for cooking and heating. I 
asked Hugh what he was reading 
and he gave me the pamphlet. I 
tead just a little of it, and asked 
him where he had picked it up. He 
told me that he was in Little Rock 


HOMER BRASWELL 


DECEMBER — 1945 


HOMER L. BRASWELL believes he was 
the first man to introduce liquefied gas to 
Missouri homes. That was in 1937—a long 
time ago, considering our industry’s phe- 
nomenal rise to prominence. 

Hearing of his experience, BUTANE- 
PROPANE News asked Mr. Braswell to 
recount the development—from scratch— 
of his pioneering effort, and in the accom- 
panying article he has done just that— 
and done it well, we think.—Ed. 





the day before and at the time had 
put it in his pocket without reading 
it. We discussed it for several min- 
utes. 

As I knew he was not doing any- 
thing at that time, I suggested we 
go into the butane business. He 
accepted. I had started on the bu- 
tane road. We contacted L. C. 
Crutchfield, of the Southern Steel 
Co., and made a contract to sell the 
“Hydro Gas System” in the entire 
State of Missouri. 

Mr. Elgin left for Kansas City, 
Mo., and leased an office and ware- 
house space at 5937 Troost Ave.; I 
left several days later, driving a 
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truck that I had just received de- 
livery on, going by way of Tulsa, 
Okla., to have a tank installed on it, 
then on to the Cities Service Gas 
Co. at Wichita, Kan., where I load- 
ed my first butane gas. The follow- 
ing day I arrived in Kansas City 
with the first load of butane gas. 
We were in business and had gas to 
deliver, but no customers! 

After the first few weeks, we 
found that Missouri means just 
what it says, “show me.” And that 
is what we had to do, “show” them 
that it was as we represented it. At 
first, we set up dealers and did not 
push the retail end so much. 

In September, the same year, we 
had begun to see the possibilities 
of the Springfield resort region; I 
decided to move there and to es- 
tablish an office and service depot. 
This was a very good move; this 
territory was ripe for butane gas as 
there were hundreds of cabin 


camps and road-side stands in and 
around Springfield, just waiting for 
us to come and take their orders. 





In 1938, I had begun to make a 
good many installations on the Lake 
of the Ozarks, but I was getting 
the business spread out too much, 
When. C. I. Stearns came into my 
office one day and asked me to sell 
out, I made him a price for my 
Springfield territory. He very 
promptly accepted; then, it was 
time for me to squirm, as I had no 
intention of selling the Springfield 
territory. He mentioned that he was 
going into business in Springfield 
and that he would prefer to buy 
me out. 

I decided, immediately, that | 
would rather have him for a fellow 
gas distributor than a competitor. 
After taking him to the Lake of 
the Ozarks, and putting up the best 
selling job of my butane experience, 
he accepted that territory. 

A little humor was added from 
the fact that I had first assumed 
that Mr. Stearns was a newcomer 
in the butane field, whereas he had 
just resigned a position as super- 
intendent of a large butane-pro- 


es 





One of the bulk plants of the Hydro Butane Gas Co. 
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SEATTLE PUBLIC LIBRARY 


A shipment of underground tanks and cylinders is received by the Hydro Butane Gas Co. 


pane plant where he. had been di- 
rectly connected for over 20 years. 
Mr. Stearns has progressed faster 
than anyone I know; he is to be 
commended for the fine job he has 
done. He has a very profitable busi- 
ness, with headquarters at Eldon, 
Mo., just a few miles north of the 
Ozarks Lake. 

In the summer of 1938, I built 
up such a volume of gas sales it 
was necessary to have a car load 
storage in Springfield. We had just 
installed one in Hickman Mills, for 
the Kansas City district, and I had 
been hauling gas by truck from 
several. places in Oklahoma and 
Kansas to Hickman Mills. I finally 
bought an 18,500 gallon butane 
tank-in Oklahoma City, making the 
installation in the fall of 1938. I 
was also able to supply gas to Mr. 
Stearns until he could get his trans- 
port running. 

For advice and assistance on the 
location and installation of this bu- 
tane bulk storage plant, I'was deep- 
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A metered service installation in the 
Kansas City metropolitan area. 





ly indebted to S. J. Schlosser, who 
at that time was general superin- 
tendent of the B-P Gas division for 
the Barnsdall Oil Corp. Mr. Schlos- 
ser willingly gave me the benefit of 
his many years’ experience in the 
butane and propane gas industry; 
in fact, I give him credit for our 
present excellent safety record. Mr. 
Schlosser has since retired and 
lives in Tulsa. 

I had the experience of seeing 
first hand that you cannot always 
tell the absolute truth and expect it 
to be believed. We had as our first 
dealer in the state, O. W. Matthews 
of Mt. Vernon, Mo., who had prev- 
iously installed a Hydro butane sys- 
tem in his home and had used it 
for his range and refrigerator. 
After having checked its actual 
costs, he was in a position to tell 
the prospects exactly what it cost 


him to do this job. 

About two weeks after setting 
him up, I decided to see how he 
was getting along. He told me, at 


the time, the reason he had got 
sold any more tanks than he expeet- 
ed to, was because he was telling 
the truth about the cost of using 
the gas. He would quote the cost 
as to his appliances and his pros. 
pects would tell him that was just 
too cheap and that they were afraid 
he was misstating the facts. 1p 
overcome this, he decided just to 
double the cost; after that, the 
sales were much easier. 

In 1939, after having built up the 
Springfield territory, I decided to 
sell a part interest in that office, 
and so sold a minority interest to 
John Bales, and after reorganizing, 
came in as one of the officers. In 
October the same year I sold the re- 
mainder of the stock to a Mr. 
Christman, who at that time was in 
the ice business in Springfield. 

I immediately moved to Kansas 
City where I took charge of the 
Kansas City district, establishing an 
office at Hickman Mills, where our 
butane storage was located. Hick 


Loading butane at Cities Service Oil Co., Wichita, Kans. 
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“Ozark Tavern” has one of the many B-P Gas installations in the “Lake of the Ozarks’ 


man Mills is a suburban Kansas 
City town. At this time, I decided 
to start handling propane as I 
had planned for some time that this 
was necessary in order to give the 
public an all-round service. We 
used a meter set-up and later we 
found this to be a progressive move. 
Since that day, the number of pro- 
pane customers has grown more 
rapidly than the butane users be- 
cause the difference in cost of in- 
stallation has brought it within 
reach of more people. However, I 
think it is necessary to handle both 
gases. 
Soon after coming back, we de- 
tided that we were trying to cover 
entirely too much territory on a 
tetail basis; we decided to sell our 
tastern territory to L. H. Davis, 
Odessa, Mo. We started him off 
with the necessary trucks to handle 
the already established business. 
Since that time, Mr. Davis has ad- 
a large number of customers 
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Sgt. Roy N. Braswell standing beside one 
of the many trucks of the Hydro Butane 
Gas Co.—before he went into the army. 
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and now has his own butane stor- 
age and transport trucks. Mr. 
Davis is one of the few native 
Missourians to really go into the 
butane gas business in a big way. 
At this time, we decided to es- 


L. H. Davis, Odessa, Mo. 














Kansas City, Mo, 





tablish wholesale bottling piants 
over the northern section of Mis- 
souri. We immediately bought a 
3000 gallon propane transport and 
built our first propane bottling 
plant at Laclede, Mo., which proved 
at once to be a successful move. 

We had no sooner started operat- 
ing this bottling plant than war 
was declared, and we soon realized 
that it would be impossible to ex- 
pand. Therefore, we sold outright 
the bottling plant to W. E. Seidel, 
of Chillicothe, Mo., who at that 
time was operating the Chillicothe 
Bottled Gas Co. 

The war forced us to make 4 
wise decision in limiting our retail 
sales to a small territory, as 100 
much territory has been a stun 
bling block to many dealers and 
distributors. Most of them have 
found that they have enough pote 
tial customers within a small radius 
of their storage. 

In May, 1941, Mr. Elgin had be 
come quite interested in the all 
plane. He was a licensed pilot, and 
was expecting to be called into the 
Service as an instructor. As he was 
expecting to leave Kansas City fot 
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an indefinite period, he decided to 
ll me his interest in the company. 
Son afterwards, I sold an interest 
i B. V. Caine who had been an 
employe of our company for several 
years. The following July 16 Mr. 
figin and my brother, Thomas G. 
Braswell, were killed in an airplane 
wash directly in front of our office 
jor. They had started to Conway, 
Ark, where my brother was in 
business, and were circling the of- 
fee, waving goodbye, when their 
plane went into a spin. 

The L-86 order, of course, held 
our expansion to a minimum during 
the war, but we had several gov- 
emment contracts which have 
helped make the grade. We have 
ben able to give our customers 
excellent service all through the 
war, and at no time was there dan- 
ger of not being able to get gas 








for their demands. We would like to 
express our appreciation to the 
Warren Petroleum Corp., Tulsa, for 
the excellent job they have done in 
supplying us with butane and pro- 
pane, and especially to P. J. Hoag- 
land, who is Warren’s personal rep- 
resentative to us. 


Dealers Form Association 


On June 29, this year, the Mis- 
souri dealers and distributors took 
a great step forward in the B-P 
Gas industry by organizing an as- 
sociation, in which I am proud to 
have had an active part. This had 
been my wish for several years, and 
I want to thank W. E. Schuette of 
the Hausgas Co., Washington, Mo., 
who had the courage and determi- 
nation necessary to organize this 
association, which with the pro- 
gressive officers and members, 


- hi: 
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Bottling plant of the Chillicothe Bottled Gas Co., Chillicothe, Mo., W. E. Seidel, Proprietor. 
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should do much to further the 
cause of B-P Gas in the State of 
Missouri. 


Future Is Bright for Dealers 


In summing up, as a pioneer of 
the butane industry, I feel that there 
is an unlimited possibility for each 
and every dealer and distributor, or 
would-be dealer and distributor, 
and that it is no longer a promo- 
tional business, but a down-to- 
earth, wholesome service for every 
house off the natural gas mains. 

I have found this out—that you 
do not have to underestimate the 
cost nor exaggerate the service in 
making sales, as, after all, we have 
a great service, a wonderful prod- 
uct, to present to the thousands of 
potential users. 

It is to the benefit of all the es- 
tablished dealers and distributors 
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. be able to offer them advice as to 





The first butane stor- 
age for the Kansa 
City area. 





to foster the friendship of all new- 
comers in our business that we may 


safety, as that concerns all of u 
and the industry everywhere. 


E. J. Boothby, New President 
American Gas Association 


New officers for the ensuing yea 
were elected by the American Gas 
Association at their annual meeting 
held Oct. 24-25 in New York City. 

The new officers are: Presidetl, 
Everett J. Boothby, vice president ani 








general manager, Washington Ga 
Light Co., Washington, D. C.; fit 
vice president, R. H. Hargrove, vice 
president, United Gas Pipe Line ©, 
Shreveport, La.; second vice president, 
Hudson W. Reed, president, The Philt 
delphia Gas Works Co., Philadelphia, 
Pa.; treasurer, Edward F. Barrttt 
president, Long Island Lighting © 
Mineola, N. Y. 
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Changeover Reduces Cost 50 Per Cent, 
Doubles Heat Value of Gas 


ANUFACTURING coal gas The gas goes to the mixer at 
tates for a great many years, the 30 lbs. pressure and passes through 
1e Kansas’ Ware Gas Co., Ware, Mass., a governor that cuts it down to 
area. switched its plant over to propane- 51% in. of pressure in the mains. 
air in October, 1944. In the year No vaporizer or pump is necessary 
ams | that this system has been in opera- during the summer months, though 
tion developments have occurred a vaporizer was built at one end 
that are interesting from several of the tank which, in the winter, 
angles, according to George Oliver, will heat the gas by means of steam 
manager of the operating company. pipes and produce a maximum pres- 
The old gas plant was disman-_ sure of 175 lbs. The propane stor- 
tld but the holder retained as a age tank of this company is of 
standby, filled with gas. For a_ 18,000 gallons capacity. 
time at the beginning the gas was Operating costs have proven to 
fed into the main from this holder. be an interesting part of the sys- 
all new-f At present three “Gas-Air” units tem, both from the standpoint of 


we me feed the gas directly into the mains. manpower and the actual cost of 
ce as to 
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The 18,000-gallon propane storage tank of the Ware Gas Co., with old manufactured gas 
holder behind it. 
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End view of storage tank showing vapo- 
rizer which is sometimes used in extreme 


cold spelis. 
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The therm meter of Ware Gas Co. 





the gas. In the old manufactured 
gas plant the company employed 
eight people and about 800 meters. 
The business is now run by Mr. 
Oliver, a serviceman and a book 
keeper. 


The cost of producing one Btu 
of the present gas is just about 
50% of what it used to be to pro- 
duce it with coal. Approximately 
500 Btu’s were formerly delivered 
and the present gas is 915. 


Rates to the customers were at- 
justed to the increased Btu of the 
gas, and during the first year o 
operation the gross revenue Was 
only $38 less than the previous 
year. The matter of conversion of 
appliances presented a considerable 
problem for the company, but th 
complete cost of the changeové 
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Gas making equip- 
ment and controls, 
Ware, Mass. central 
plant. 











actured 

nployed 

meters. 

by Mr. to B-P Gas did not exceed $2,400, 

a book § an average of about $3 per cus- 
tomer. The cost of converting a 
stove totaled approximately $2.25 

ne vi and a water heater, 75 cents. 

t abou The average loss of gas in the 

to pI mains, as measured by a meter at 

imately the plant, and the customer read- 

elivered } ings, was 5 3/10%, and very little 
difficulty was encountered in leak- 

ere ai: *8° in the mains (mostly cast iron) 
In shifting from a wet gas to a 

of . dry gas 

sy J ; 

e wa { _Maddition to the Ware Gas Co., 

reviou § Ut: Oliver also manages the Le- 

aiinel high Gas Co. of Ware, which sells 

derabl Propane in cylinders to customers 

th beyond the city mains. Though 





owned by the same company, the 
Ware Gas Co. and the Lehigh Gas 





ngeove! 
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Co. are 


undertakings. 
Present users, totaling about 450, 


separate 


are located in 35 surrounding 
towns. A large expansion of this 
type of business is expected in 
the immediate future. 

In Ware the company maintains 
an office and showroom where a 
complete line of appliances is 
stocked. 


Bottled Gas Added to Fire 
Equipment Dealer's Line 


D. E. Crooker has added the sale 
of bottled gas to his business in 
Ontonagon, Mich. 

Mr. Crooker has been dealing in 
fire hose and other fire equipment 
in the past. 
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Dealers Plan Cooperation 
Through New Oklahoma Association 


HE OKLAHOMA Liquefied Pe- 
troleum Gas Association was 


formed as a permanent organiza-_ 


tion at a meeting at the Biltmore 
Hotel, Oklahoma City, Okla., Nov. 
13. 

Provision for this action was 
taken by the temporary organiza- 
tion which was formed on Oct. 29. 
The new association elected the 
following officers: 


Carl Ticer, Woodward, president; 


J. O. Green, Seminole, first vice- 
president ; 


C. O. Whisnand, Lawton, second 
vice-president ; 

J. L. Grigsby, Oklahoma City, tem. 
porary treasurer, 


The board of directors was author. 
ized to employ a full-time secretary. 
treasurer. Mr. Grigsby is to serve as 
treasurer until the full-time officer is 
selected. 

Headquarters of the association are 
to be in Oklahoma City. A statewide 
meeting of the new association is to 
be held during late January or in 
February, at which time leaders of 
the industry will be invited to speak 


&* 





Officials of new Oklahoma association are (left to right, seated): Steve Miller, director; 
Carl Ticer, president; Daisy Curry, shorthand reporter. Standing: J. O. Green, first viet 
president; J. L. Grigsby, acting treasurer; C. O. Whisnand, second vice president. 
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and the membership will be expanded. 

The organization includes B-P Gas 
jistributors, dealers, manufacturers, 
RP Gas equipment and appliance 
manufacturers, distributors and allied 
industries. Promotion of higher stan- 
dards for the industry and better 
grvice to customers are among the 
tbjectives of the association. 

The state was divided into five dis- 
triets, with two directors elected 
fom each. They are: 

First District, Oklahoma City and 
county—J. L. Grigsby and Lewis 
Hughes, both of Oklahoma City. 

Second District, Northeastern Sec- 
tin—Steve Miller, Springdale, Ark., 
aid Claude Berry, Tahlequah. 





Third District, Southeastern—ZJ. O. 
Green, Seminole, and Dewey Wood, 


Ardmore, 

Fourth District, Southwestern—C. 
O. Whisnand, Lawton, and Bryan C. 
Truett, Carnegie. 

Fifth District, Northwestern—Fran- 
cis Borelli, Okarche, and Orville Nash, 
Guymon. ; 

The new state association is the 
outgrowth of a concerted effort of in- 
dustry leaders to form an organiza- 
tion that would be helpful to all deal- 
ers in promoting safe practices in 
handling and transporting fuel. 

A temporary body was formed Oct. 
29, with Carl Ticer, chairman. 
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Propane-fueled heat treating furnace of Northwest Meta! Products, Inc., Seattle. 
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a T e t ) S e 
0 
0 
» |} General Principles of Gas Utilization 
0 
00 IN 2 PARTS—PART 1 By C. C. WESTMORELAND 
— y 
100 
100 
100 : : 
100 HE term “General Principles of service and when not to service an 
000 Gas Utilization” is used in this appliance. 
=! ase to identify the vast amount, In making such a decision, the 
re ig information that an ap- serviceman may knowingly or un- 
ss gab To a to — at knowling be applying a knowledge 
pA ~~ ont nie ertlcl- of physics. In any event, he needs 
000 y . ore SP 5 oom background of the funda- 
countered in gas-burning equip- 4 ee . 
000 nent mentals of “gas physics” to guide 
Pe, him in discriminating between 
000 A title such as “Elementary equipment that is outdated an- 
Physics in Gas Appliance Opera- °2''P ; 
tion” might more accurately and 
1000 cle i 
arly describe the body of facts any NEW MEN are entering the liquefied 
to be discussed under such a head- petroleum gas industry. They will be dealing 
ing for we find the physical prop- with a product, equipment and appliances 
. which require specific 
,000 ities of gas, the process of com- = ea ny 
a bustion, the theory of gravity They, and men of ex- 
», ° : perience, as well, can 
venting, burner design, heat trans- ny Aine ste 
‘as fer, hydraulics (as applied to heat- tion experts have ac- 
0, j . cumulated. 
: in ;. 
4000 g controls), coefficient of ex Avevene:deiiws ace 
7,000 pansion of metals (as applied in often handicapped by 
6,000 bis : a lack of time and fa- 
me metallic and rod and tube con- cilities in giving 
4,000 tls) and the use of thermo- proper instruction to 
3,000 cou : their servicemen and 
2000 ples in gas controls are funda- satailliieas = Semnisaes 
ape mentals that stem from elementary ganizations make this 
' : lar department 
0,000 physics. of oi business 
9,000 The fact that gas equipment is c.c Good ways that some 
: pie pate 2xperts have learned 
8,000 = durable, and the public is ine WESTMORELAND |. uandle service 
Clined t+ ; i problems are now be- 
7,000 ° O use equipment past its ing made available to readers of BUTANE- 
Br 30 of best performance, makes PropANE News through a series of articles 
6 It neces: : i. written by C. C. Westmoreland. The first of 
5,500 ane ry for the trained appli these is published herewith and others will 
€ serviceman to know when to follow from month to month.—Editor. 
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Nearly invisible envelope of high 
temperature combustion products. 


Outer Blue Cone ;complete 
; cumbustion of intermediate products, 


Inner Cone ( Zone of Hydroxylation) 
which is paper thin and of & 
light greenish-blue color. 


Unburned mixture of Gas and 
Primary Air which is colorless. 


Fig. 2. Schematic drawing of a gas flame illustrating the different combustion zones. 











tique, and in some ‘cases, hazar- 
dous. 

The necessity for equipping the 
serviceman with this basic knowl- 
edge becomes more apparent when 
one considers the many models an- 
nually put in the field by manu- 
facturers of gas equipment. These 
present a wide variety, and when 
included along with models from 
years past, present endless varia- 
tions and problems to be met in 
repairing and servicing. 

Since it is impossible for a 
course of training to encompass 
all of these numerous types, the 
only “equipment” the servicemen 
can be given is a basic knowledge 
of the fundamentals underlying 
the operation of gas _ burning 
mechanisms. These laws or funda- 
mentals are equally applicable to 
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the various appliances and acces 
sories the serviceman may le 
called upon to adjust in the field 


Gas Properties 


A general knowledge of the 
properties of the gas distributed 
by the particular company should 
be given at least a brief treatment 
during this phase of training. Gel- 
eral points such as the percentage 
of the various hydrocarbons in the 
gas, specific gravity, the toxic o 
non-toxic characteristics of th 
fuel, the Btu. content, etc., shoul 
be covered. 

Much of this subject can be dit 
cussed on a rather broad basis. For 
instance, it is not always desirable 
for a student to remember the at: 
tual figure designating the spt 
cific gravity of the gas but it} 
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important that he know whether 
it is heavier or lighter than air 
which would be useful to him in 
ajjustments such as pilot location 
ad in leakage investigation. 

The discussion relating to Btu. 
values is an exception because the 
secific number of heat units in a 
given quantity of gas must be 
imown in order to determine the 
errect input for a given appli- 
ace. The alignment chart shown 
in Fig. 1 is helpful in covering 
this subject with new people. A 
similar chart involving lower in- 
put values is helpful in calculating 
leakage registration in conjunc- 
tion with meter spot testing. Al- 
tenate methods involving simple 
arithmetic are offered, but the use 
of the chart seems preferable in 
cases where it can be applied. 


Combustion 


Combustion is the most import- 
ait subject to be covered in the 
arlier stages of training because 


2 : Yellow tip 
Yellow eliminated. 
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Fig. 3. 
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Examples of various types of flames. 





it relates so directly to all of the 
appliances that a serviceman is 
called upon to adjust. Considerable 
time should be spent to assure 
complete understanding of the var- 
ious factors relating to combus- 
tion of gas, for without this 
knowledge students are handicap- 
ped when various types of appli- 
ances are discussed later in the 
course. 

All ordinary fuels must be in a 
gaseous or vapor state before they 
can be burned. Combustible and 
explosive limits must be clearly 
demonstrated and explained. Spe- 
cific gravity should be demon- 
strated by controlling the flow of 
a heavy vapor to a source of ig- 
nition. The variation in kindling 
temperatures of various fuels may 
be illustrated by showing how a 
hot soldering iron which will not 
ignite gasoline will ignite paper 
that in turn causes gasoline to 
burst into flames. 

Since the luminous flame is the 


Sharpfiame . Sharply defined 

with well Cone and Mantle 
defined Cone lifting of F 
and Mantle. 


Burner Port 
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simplest type of gas flame to ex- 
plain, it is usually discussed be- 
fore considering the blue flame. 
The chemical reaction taking place 
is briefly outlined with reference 
to items such as combustion air, 
the effect of flame impingement 
and the reason for the luminous 
quality of the flame. 

After the student understands 
the fundamentals of combustion 
relating to the luminous flame, the 
blue flame is described, pointing 
out the difference between the 
two. 

In discussing the blue flame, the 
drawing shown in Fig. 2 is used to 
identify the various zones of com- 
bustion which are present in a 
blue flame. An ordinary laboratory 
burner is used to advantage in 
demonstrating the effects of ex- 
cessive and insufficient primary 
air. The point is made that in- 
crease in primary air merely 
shortens the flame so that com- 
plete combustion can take place in 
a reduced space. A wire mesh 
screen is used in conjunction with 
the burner to show the hottest and 
coolest spots in the flame. 

The problem of establishing an 
acceptable range of flame adjust- 
ments is complicated by the fact 
that all servicemen have their in- 
dividual preferences in flame ad- 
justments. When a number of 
servicemen are asked to produce 
a perfect flame on a particular 
burner, practically all of them 
differ slightly in the flame left. 


Those differences, however, are 
found to be rather slight and fall 
well within the range which has 
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been termed “The range of satis. 
factory combustion.” That range 
was established on the “soft side” 
by adjusting the burner until q 
yellow tip appears, then opening 
the air shutter until the flame is 
completely blue. 

On the other extreme, the ait 
shutter is opened until the flame 
lifts off the burner port and then 
closes until the flame settles back 
on the port opening. Although 
there are specific appliances where 
the “soft” or “sharp” flame may 
be desirable, for general use, any 
flame between the two extremes of 
the yellow tip or a lifting flame is 
considered within the acceptable 
range. .Examples of the various 
types of flames are illustrated in 
Fig. 3. 


* * * 
Concluded next month. 


Follis New President of 
Standard of Calif. 


The election of R. G. Follis to the 
presidency of Standard Oil Co. o 
California was recently announced 
by that company. Mr. Follis succeeds 
Harry Deward Collier, who becomes 
chairman of the board of Standard. 

Mr. Follis began his career with 
Standard of California in 1924 when 
he started in the engineering depart 
ment at ‘the company’s Richmond 
(Calif.) refinery, and advanced 
through several departments to be 
come assistant to the president 
1944, 

He has been an active leader in al 
industry matters and devoted a grett 
deal of his time during the war yea 
in coordinating the oil industry’s SY 
port of the war effort. 
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The home, warehouse and plant of Matlock Gas and Equipment Co., Globe, Ariz., is lo- 
cated on an 8-acre tract surrounded by sagebrush. 


Desert Dealer Drives 


Many Miles to Maintain Service 


HE STORY of the establishment 
and growth of the Matlock Gas 
and Equipment Co., of Globe, Ariz., 
issimilar in many ways to that of 


hundreds of other dealers in vari- © 


us parts of the country. It de- 
pets a strong, comfortable busi- 
less, created in a few short years, 
out of an idea and a desire to take 
jart in what is today one of the 
lation’s fastest growing industries. 
Matlock’s business differs from 
tost because of its unusual loca- 
ton and surroundings. The plant 
8 located on the edge of Globe, a 
mall Arizona mining town. For 
maty miles on every side lies the 
twugh, seemingly barren, desert of 
Arizona. To the casual observer 
would seem one of the least like- 
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ly places one could find to estab- 
lish a business which must depend 
for survival on the sale of liquefied 
petroleum gas. 

But scattered throughout this 
vast area are many large ranches 
and the people who inhabit them 
are just as modern as the rest of 
America, and they, too, have turned 
to liquefied gas as a means of 
bringing the best in modern con- 
veniences to their doors—whether 
such doors are 10 or 100 miles from 
the nearest source. 

The story of Matlock Gas and 
Equipment Co. begins about 1938, 
when Mr. and Mrs. Matlock ran an 
electrical business in Globe. After 
they investigated the field and de- 
cided it had good opportunities, 
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they took on the dealership for 
Standard Oil’s “Bu-Bas.” 

By 1940 the business had grown 
to the point where a new location 
with sufficient room for gas stor- 
age was necessary. After consid- 
ering every practical location the 
present site was chosen. It is a 
short distance from the center of 
town and comprises about eight 
acres of land. This spot is flanked 
on one side by a railroad track; 
a small creek runs along the other 
side. There are a few dwelling 
places scattered over the district 
nearby but the rolling hills and 
sagebrush surround the spot on 
every side. 

By 1942 a 17,000-gal. bulk stor- 
age tank had been erected, with 
facilities for loading and unloading 
trucks and filling small bottles. Pre- 
vious to this butane had _ been 
hauled by tank trucks from Phoe- 
nix, almost 100 miles to the west. 


Buildings Made to Last 


Expansion of the business and 
the building of a complete modern 
bulk plant progressed together. One 
of the really big projects, the con- 
struction of a large, two-story 
building, which houses office, ware- 
house and dwelling, was under way 
shortly after the land was acquired. 
This building, made mostly of stone 
and concrete, reflects most conclu- 
sively the thought and planning 
which has gone into the establish- 
ment of this desert enterprise. 

The living quarters take up half 
of the large building and are so 
designed that they are a separate 
unit in themselves. The layout of 
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the two stories is most unique, 
modern to the last detail, and pure. 
ly an expression of personal plan. 
ning and good taste. The latest 
and best of conveniences are in use, 
and gas for cooking, heating, water 
heating, refrigeration, plays an im. 
portant part in the scheme of 
things. 


Easy Access to Warehouse 


The warehouse may be reached 
from a doorway at one end of the 
house. Because of good design and 
heavy wall construction it in no 
way detracts from the living quar- 
ters. Much thought has been giv- 
en to the warehouse, also, heavy 
steel beam construction on top of 
rock walls making possible the use 
of a large crane. This extends the 
length of the building, simplifying 
the movement of goods. 

A large door in one end of the 
building opens onto the side where 
the railroad passes. A spur track 
will soon be extended to the door, 
which will make it possible to ur 
load all appliances and equipment 
directly from car to building with 
the crane. 

Jutting off from the large built- 
ing is a one-story extension, whert 
office quarters and display room 
are housed. Part of this can be 
used for the living quarters of el 
ployes if so desired. 

The rest of the eight acres I8 
given over to a barn, where riding 
horses are kept, chicken yards 
pump house and water storage. A 
few older trees, and many half 
grown, are scattered around the 
place. The Matlocks have planted 
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Bulk plant and delivery tank truck of the Matlock company are of latest design. 


._ gover 100 trees in the past five years. 


These include many types of fruit 
ad shade trees. 

Operations from this plant ex- 
tnd into the Arizona desert for 
aradius of 150 miles. In this 
area are some of the largest cattle 
ranches in the Southwest. Many 
ranches are located in mountainous 
regions and in some cases it takes 
an entire day to make one delivery. 


Use B-P Gas for Lights 


These customers are nearly all 


large users of butane. They have 
‘quipped their homes with the most 
mdern and best appliances and 
¢uipment available and use gas 
for cooking, water heating, heating, 
refrigeration and cold storage. In 
many cases they utilize the fuel 
fr the operation of gas lights. 
Some large ranch owners have 
their own lighting plants operat- 
ig from engines using butane 
for fuel. 
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Many of the big ranches have 
storage tanks that will hold as 
much as 1100 gals. of butane. This 
supply will usually last them many 
months, and in some cases the 
tanks need to be filled only once 
a year. 


Maintains Large Truck Fleet 


To serve his customers Mr. 
Matiock maintains a fleet of five 
trucks. These include one 3-ton 
truck with 1500-gal. storage tank; 
one 1'4-ton with two 600-gal. 
tanks; one 1-ton truck with a 400- 
gal. tank; two light pickups for 
general service. Plans are now 
under way to add two large tank 
trucks as soon as they can be 
obtained. 

Plans also call for the installa- 
tion of a large, new liquid stor- 
age tank at the main plant. This 
will hold 23,000 gals. of butane, 
making it possible to handle the 
full capacity of two railroad tank 
cars at one time. 
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Curves to facilitate checking of volume of liquid in cylindrical tank. The figures at right 
r - ik bs : show diameters of various tank sizes. 





NE News 





Measuring Liquid In Storage Tanks 


EED for quick computation of 
the volume of liquid in a stor- 
ye tank is often felt in the lique- 
jd petroleum gas industry. 
Because tanks vary so greatly in 
jagth and diameter in order to 
met the specifications demanded 
ly customers, it has not been 
fasible to prepare charts for all 
sizes. 

Such charts would have to be 
mepared for each and every size 
nk. To work out ,such curves, 
howing 14-in. readings, it takes 
m engineer considerable time for 
ay given size tank. 

Unable to find any curves to meet 
tis individual problem of gaging, 
4H. Cain, East Alton, IIl., pre- 


pared one* for himself for any size 
tank from 12 to 72 in. in diameter. | 
(See opposite page.) It shows the 
percentage of full for any gage 
stick reading. 

For example, a 36-in. tank with 
a capacity of 325 gallons, with 
10-in. of liquid in it, would show 
2214% of capacity, or a fraction 
over 73 gallons. 

Or again, 31-in. of liquid in the 
same 36-in. tank would show it to 
be 90% full. 

This graph will make a handy 
reference for B-P Gas men. 


* Based upon tables in “Piping Hand- 
book”” by Walker and Crocker, McGraw- 
Hili Book Co. 





New officers of the California Natural Gasoline Association at the annual fall meeting 

° Los Angeles, Oct. 12. Left to right: M. W. Kibre, General Petroleum Corp. of Calif., 

vee president; M. L. Arnold, Richfield Oil Corp., president; George F. Howells, Tide 
Water Associated Oil Co., secretary, Taft chapter; George L. Tyler, secretary. 
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Ideas To Sell The Housewife 





TOP: One-wall plan. 





MIDDLE: The “L” 
shaped design. th 


BOTTOM: The “U” Dl 
form for large to 
kitchens. eq 





The Oklahoma Automatic Gas Co. uses Tappan’s three versions of the kitchens 
of the future. " 
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HROUGH purchase in 1943 of 

the business of the Hobart Bu- 
tane Gas Co., of Hobart, Okla., The 
Oklahoma Automatic Gas Co., 515 
South Robinson, Oklahoma City, 
has secured a substantial increase 
in its B-P Gas delivery business in 
Southwestern Oklahoma. 

The company took over the task 
of fueling and servicing several 
hundred installations in that terri- 
tory which had been installed be- 
fore war restrictions on sale and 
installation of equipment became 
effective. 

Through arrangements with 
other dealers in order to shorten 
delivery routes and conserve tires 
and transportation fuels, the com- 
pany took on deliveries to a num- 
ber of domestic and commercial in- 
stallations nearer to its points of 
distribution. Thus it brought about 
economies which helped to tide 
over losses of business due to war- 
time restrictions on sales of appli- 
ances and equipment. 








Planned for Postwar 


e “L’ In the meantime, L. H. Hughes, 
gn. the owner, says his company is 
. «yy — Planning for postwar business. Due 
jarge — © the uncertainty as to just what 
‘quipment may be available when 
the bars are let down, with the 
war now concluded, Mr. Hughes is 
taking few orders for future de- 
livery but is proceeding in a man- 


1 plan. 
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Kitchen Displays Now 
Will Sell Appliances Later 


By O. D. HALL 


ner which will give him reasonable 
assurance that he will get his share 
of the postwar business. 

As one example, he already is 
displaying B-P Gas ranges, space 
heaters and hot water heaters 
(when he can get any) for the 





L. H. Hughes standing beside one of the 

new Tappan ranges in his display room. 

C. E. Newman, auditor of the firm, is in 
the background. 
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benefit of his dealers scattered 
throughout the state. 

Recently the company received 
two postwar models. of Tappan 
ranges and displayed them for a 
short time in its Oklahoma City 
headquarters. These aroused much 
interest among customers who are 
waiting for the appliance flood- 
gates to open. 

In connection with these ranges 
the company displayed on its show- 
room walls colored drawings of the 
three main types of the “U”, “L” 
and “One-Wall,” or “Straight,” de- 
signs of “Freedom” all-gas kitchen 
equipment. Each type is accom- 
panied by floor plans drawn to 
scale. Anyone desiring to build or 
equip an all-B-P Gas kitchen, when 
such equipment becomes available, 
may reserve sufficient space to ac- 
commodate the whole installation, 
even though he should plan the pur- 
chase of the units on the install- 
ment plan. 

Mr. Hughes says that he is mak- 
ing no effort to take orders at this 
time for any of these all-gas 
kitchen units but prefers to con- 
fine himself to educational efforts 
until such time as he can actually 
display the equipment on his floors 
and distribute it to his company’s 
local dealers. 


To Install Combination B-P Tanks 


The Oklahoma Automatic Gas 
Co. is laying plans, as equipment 
becomes available, for installation 
of combination butane and propane 
underground tanks. Most propane 
in the state is installed in above- 
ground tanks. These must be 
heavier than those designed to 
handle butane, which are buried in 
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the ground. “We have in mind 
with war over, as soon as condi- 
tions permit, the installation of 
heavier underground tanks,” My 
Hughes said. “Then if there should 
be a scarcity of butane we can fil 
them with propane and keep serv. 
ice going.” 


Texas R. R. Commission Names 
Appliance Requirements 


Among the new rules and regula. 
tions controlling the liquefied petr- 
leum gas industry in Texas, as desig. 
nated by the Railroad Commission in 
an order filed Oct. 1, are reference 
to requirements for B-P Gas ap 
pliances. 


Safety Provisions Cover Appliances 


This is the first time that an at 
tempt has been made in Texas to 
prescribe any specific standards whieh 
appliances in general should meet be 
fore they are offered for sale to the 
public. They are included under safety 
provisions and read as follows: 

“Appliances using or to use lique 
fied petroleum gas as a fuel, which 
are to be installed in Texas, shall be 
of a type approved by the Railroai 
Commission of Texas. Such appliances 
shall have had their design, construc 
tion, and assembly certified to # 
being suitable for use with liquefiel 
petroleum gas by a recognized test 
ing laboratory and shall bear the 
laboratory seal of approval. 

“Automatically controlled appliances 
using or to use liquefied petroleum 
gas as a fuel, shall not be installed i 
Texas unless they are equipped wi 
a 100% automatic cut-off conttl 
which will positively and completely 
prohibit the further flow of gas into 
the appliance if the pilot flame is & 
tinguished or the gas system fails 
supply gas to the appliance.” 
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e This department is a monthly feature to stimulate 
thought and to give operators basic industry facts. 
Clip out for your notebook or file in a standard, 3-ring, 
loose-leaf binder. Sources of information: The Bottled 
Gas Manual, Handbook Butane-Propane Gases. 


Questions Answers 
1 





If each burner can be ad- 
justed well, but when all the 
burners are on, including the 
oven, and the flames float 
about in a lazy manner un- 
der the utensils, what is the 
trouble? 


2 


Can top burner pilot lights 
be made to operate satisfac- 
torily with B-P Gas? 


3 


If pilot does not operate sat- 
isfactorily what should be 
checked ? 


4 


What else should be checked? 


5 


If these corrections do not 
help, what else can be done? 





a 





Stove Burner Adjustments—Part 2 


Such a condition indicates a lack of sec- 
ondary air and is either inherent in the 
stove design or due to locating the stove 
in a corner or a place where not enough 
air can get into the space around the 
burners. 


Yes, if properly installed and adjusted. 


See that tube from burner to pilot light 
slopes toward the pilot light. B-P Gas 
is heavier than air and will not go up a 
tube satisfactorily. 


See that tube is located close to and 
below a burner port. If there is too 
much distance between a burner port 
and the tube, the gas will be diluted 
so much it will not burn. 


Drill several 50 MTD drill holes on 
3/16-in. centers in the burner running 
from a burner port to the flash tube. 





DECEMBER — 1945 














6 


Are clock controlled oven 
burner pilots satisfactory on 
B-P Gas? 


7 


Are thermostatic oven con- 
trols satisfactory and how 
are they adjusted? 


How is the low temperature 
set? 


9 


How is the high temperature 
set? 


10 


What is the most common 
cause of kitchen appliance 
trouble? 





Very few manufacturers have built 100% 
satisfactory clock controlled oven pilots 
for B-P Gas and many designed to work 
on manufactured or natural gas are not 
satisfactory. Unless the stove manufac- 
turers specifically recommend their use, 
they should be disconnected. 


Yes. The oven burner should be ad- 
justed for flame characteristics in a 
similar way to the top burner. Next, 
check and adjust the pilot so a yellow 
flame about %-in. long is burning and 
is close to a port on the oven burner. 


Turn the thermostat to its lowest posi- 
tion. Adjust the size of flame until it is 
very small but still burning completely. 
Low flame adjusting screw is located in 
the thermostat. 


Place a mercury oven thermometer in 
the oven and set the oven temperature 
at 300° F. After the flame has cut back 
and is burning low, wait five minutes, 
then open door and quickly read ther- 
mometer. If not correct, adjust dial on 
thermostat to temperature reading. Re- 
peat at 400° F., and further, until satis- 
factory adjustment is obtained. 


Dirt. Most service calls are due to 
dirty burners, grease and lint fouling up 
the air passage to the mixer, and grease 
and dirt in the pilot light. Look for dirt 
first as the mechanical troubles on gas 
equipment are few and far between. 
Clean up the stove and kitchen after 
you have finished your work. It might 
act as a hint to the housekeeper. 





SUBJECTS TO BE COVERED IN FORTHCOMING ISSUES: 


@ Testing for Leaks, Burner Adjustment @ Thermostats, Pilots and Pilot Controls @ 
Burner Design and Application @ Appliance Conversions. 
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i 15 simple rules and precau- 
tions contained herein are pre- 
sented so that users can get the ut- 
most usefulness out of their gas 
equipment along with the maximum 
safety. 

|. Make sure that you know the 
gas shut-off place at the meter. 

. Do not let refuse water run 
from your house or any out- 
building to the tank, else the 
tank may corrode, and never 
burn refuse of any type on top 
of the tank. If this occurs, let 
us know. 

3. Do not, pack or place cinders on 
or near the tank, as water drains 
through them and reaches the 
tank. This also will corrode the 
tank. If this has occurred, also 
let us know. 

4, Do not cover up the metal cover 
on the tank. Otherwise we will 
have difficulty filling the tank. 
And, if your metal cover be- 
comes broken, please notify us. 

3, Kindly place a 5 ft. stake firmly 
in the ground near the tank, so 
that in case of a deep snow in 
the winter time, our tank truck 
driver can easily find the tank. 
Insert this stake before the first 
snow fall. 

§. If you should smell gas, the 
source of which you cannot 
trace, put out all open flames, 
and examine the gas connections 
by applying soap suds with a 
small brush. Bubbles will appear 
if gas is escaping. If you cannot 
tighten the connection yourself, 
call the gas company. 


rm 
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Safety Tips for Users 


DEALERS who use buried storage tanks for 
consumers will find some valuable reminders in 
the accompanying short safety bulletin issued 
by Col. George A. Burrell, Atlantic States Gas 
Co., during the past year. 

The precautions are directed to users, pri- 
marily, but will suggest to sales and service 
men points to cover with the customers when 
new systems are installed and at other times, 
as well—Editor. 


7. When lighting your oven al- 
ways apply the lighted match 
to the oven at the proper place, 
before turning on the gas. 

8. If your water heater persists in 
going out, call the gas com- 
pany. A representative will come 
and attend to the matter. 

9. Never sleep in a room with a 
space heater or radiant fire 
going, and always have some 
ventilation in the room if the 
heater is lighted during your 
waking hours. 

10. Do’ not disturb the tubing in 
your cellar. If it is necessary to 
move it, please advise us. 

11. Know the location of your tank 
and always remember that be- 
tween the tank and house lies 
the copper tubing carrying your 
gas to your appliances. Never dig 
in this location, as you might 
break the tubing. 

12. Drain your water heater at least 
once a month if the water is ex- 
ceptionally hard, at least every 
two months otherwise. This will 
help materially to prolong the 
life of the tank, as water de- 
posits a sediment which will 
corrode the tank and also, more 
gas will be needed to heat the 
water. 
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Liquefied Gas Uses Triple 
In Last 2 War Years 


RODUCTION and use of lique- 

fied petroleum gases, including 
the separate fractions and mixtures 
of propane and butanes, tripled 
during the past two years, accord- 
ing to a survey conducted by rep- 
resentatives of the liquefied pe- 
troleum gas industry under the di- 
rection of Petroleum Administra- 
tin for War. 

The survey covered the entire 
country with the exception of 
PAW’s West Coast district—Cali- 
fornia, Arizona, Nevada, Oregon 
and Washington—for which a 
separate survey was made (see Fig. 
1), Estimated production for 1945 
was 115,064,829 bbls., an increase 
of 27% over 1944 and more than 
three times the 1943 production of 
37,800,000 bbls. 

The importance of liquefied pe- 
troleum gases in the war program, 
particularly in making high octane 
wiation gasoline, synthetic rubber 
and chemicals, is indicated by the 
figures Mr. Davies pointed out. In 
1944 a total of 9,683,345 bbls. went 
into the manufacture of synthetic 
tubber and chemicals. Its use in 
this field for 1945 was placed at 
12883,127 bbls., an increase of 33% 
wer 1944 and a jump of slightly 
more than 225% over 1943. 

The estimated use of liquefied pe- 
troleum gas for refinery operations 
1945 included in the survey to- 
laled 82,587,841 bbls., an increase 
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of 26% over .1944 and of nearly 
125% over 1943. 

In normal times LP-Gas is wide- 
ly used in rural districts for cook- 
ing, heating and refrigeration, as 
well as in numerous farming pro- 
cesses. Despite restrictions to as- 
sure adequate supplies for war pur- 
poses, its use for fuel increased 
from 15,485,041 bbls. in 1944 to 
18,089,146 in 1945, a rise of 17%. 

These and many other interest- 
ing facts are set out in a recently 
released report prepared by Frank 
H. Dotterweich, technical consult- 
ant of the Natural Gas and Natural 
Gasoline Division, PAW, portions 
of which appear below: 


F. H. Dotterweich’s Report 


Fig. 1 indicates graphically the 
continual increase in the production 
of LP-Gas. Geographically the total 
production in 1945 is accounted for as 
follows: District I, 15%; District II, 
25%; District III, 59%; and District 
IV, 1%. 

In 1944 and 1945, PAW District I 
indicated an appreciable shortage of 
propane-propylene while PAW Dis- 
trict III indicated a large excess. The 
1944-45 period reflects a large de- 
ficiency of butane-butylenes in PAW 
District III with an excess in PAW 
District I. Likewise, deficiencies of 
butane-propane mixtures in PAW 
District I and II were accompanied by 
excess in PAW District III. Such 
conditions truly reflect the transpor- 
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tation requirements necessary for dis- 
tributing these products and imme- 
diately explains the serious trans- 
portation difficulty which would have 
been encountered last winter if maxi- 
mum use had not been made of the 
tank cars available. 

Possibly a better overall picture of 
the critical condition of propane- 
propylene production and disposition 
is seen when the total deficiency for 
PAW Districts I, II, III and IV is 
noted to be 27,244 barrels in 1944. 
This viewed in conjunction with the 
reported excess of 707,621 barrels for 
1945 confirms the critical condition 
between supply and demand of this 
product through the winter of 1944- 
45. A similar condition prevailed with 
respect to butane-butylene produc- 
tion and disposition. 

Although excess quantities of 
butane-propane mixtures of 49,396 
barrels and 108,961 barrels, respect- 
ively, are indicated for 1944 and 1945, 
the method of utilization throughout 
the year suggests stressed conditions. 
A large portion of all LP-Gas prod- 
ucts. is used under very undesirable 
load factors with winter peak de- 
mands many times that of the summer 
requirements. 


Small Excess 1944-1945 


The total excess of LP-Gas prod- 
ucts of 21,222 barrels (less than 
1,000,000 gallons) in 1944 and 1,504,- 
715 barrels in 1945 give final and 
definite proof of the tight conditions 


existing in the LP-Gas_ Industry 
prior to V-J Day. 
Fuel Uses 


The maximum fuel use increase of 
24% occurred in PAW District III 
while PAW District IV had a de- 


crease of 2% for the year of 1945. 


over 1944. For this period the four 
PAW Districts had a net increase of 
16% in LP-Gas used for fuel. 
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Refinery Uses 


The use of LP-Gas for refinery op. 
erations increased in all four PAW 
Districts with a maximum of 28% in 
PAW District I and a minimum of 
138% in PAW District IV. These 
PAW Districts show an increase of 
26% during 1945 over 1944, 


Synthetic Rubber, Chemical 
Manufacture 


In 1944 a total of 9,683,345 barrels 
of LP-Gas products was used for 
manufacture of synthetic rubber and 
chemicals and with the 1945 demands 
set at 12,883,127 barrels, an increase 
of 33% is anticipated. Three PAW 
Districts noted an increase for this 
LP-Gas use while PAW District II 
reports a decrease of 7%. 


Conversion Trends 


The data was assembled for the 
actual operations of the first three 
months of 1945 with an estimate for 
the last nine months based on the re- 
quirements of a two-war front. 

The victory in Europe in May n- 
turally caused some deviation from 
the anticipated LP-Gas_ requirement 
for a two-war front, but when 
closely analyzed this change was not 
as marked as might appear at first 
The aviation fuel, synthetic rubber 
and chemical demands continued w- 
abated. Cancellation of war col: 
tracts in certain areas involving con: 
mitments, chiefly for propane, were 
soon equalized by the Armed Serv- 
ices’ request for LP-Gas as fuel for 
new contracts as well as_ standby 
fuel for peak loads. Therefore, the 
tight condition between the suppl) 
and demand of LP-Gas products | con: 
tinued up to V-J Day. 

With total victory the LP-Gas si 
uation eased immediately, principall 
due to the cancellation of war (# 
tracts and the reduction in aviatid 
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gasoline production. It is highly 
probable that any reduction in the 
requirement for chemical manufac- 
ture resulting from cancellation of 
war contracts has been more than 
compensated for by peacetime de- 
mands. 

With the continuation of the syn- 
thetic rubber program, that portion 
of the report herein on the utiliza- 
tion of LP-Gas for chemicals and 
synthetic rubber should be a good 
estimate for this demand. 

The refinery uses as reported have 
been affected by the termination of 
aviation fuel contracts. To offset 
this, in part, will be the increased 
use of LP-Gas products for increas- 
ing quantities of civilian motor fuel. 

The consumption of LP-Gas as 
fuel has had a tendency to decrease 
due to the cancellation of war con- 
tracts, but with the lifting of re- 
strictions (Limitation Order L-86), 
the net result should be an increase 
over what is reflected in the report. 
The limited amount of equipment, 
appliances, and manpower available 
to industry for its conversion to 
peacetime demands will be the bottle- 
neck restricting the rendering of LP- 
Gas service to the large market wait- 
ing for this convenience. 


Conclusions 


An ever-expanding LP-Gas indus- 
try is now silently but swiftly going 
about its business of easing the 
growing pains brought on by its pre- 
mature and disproportionate growth 
during the war. LP-Gas_ products 
now move forward as newer and bet- 
ter raw materials for chemical manu- 
facture. As a fuel, LP-Gas, in addi- 
tion to a rapidly expanding use as a 
conventional fuel, bids as the perfect 
fuel for the special appliances and 
apparatus designed to give agricul- 
ture and industry benefits of inesti- 
mable value. On every front LP-Gas 
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moves forward with the confidence 
that the modern and constantly im. 
proving methods of production, stor. 
age, transportation and utilization ip. 
sure its rapid development into , 
strong, mature industry. 

Energies of the LP-Gas_ industry 
that were devoted during the war 
period in overcoming the many prob. 
lems presented for meeting the tre. 
mendous responsibility placed upon it 
are now being directed to the long. 
looked-for and so rightfully deserved 
challenge of peacetime expansion, 
The growth and value of LP-Gas 
products in wartime truly indicate 
the tremendous and unlimited future 


these products have in the life of the # 


American people during the post-war 
period. 


Lyle C. Harvey Elected 
President of A.G.A.E.M. 


At the annual meeting of the As- 
sociation of Gas Appliance and Equip- 
ment Manufacturers, Lyle C. Harvey 
was reelected president for the - 
sociation year, which began Oct. |, 


1945, and ends Sept. 30, 1946. Mri 


Harvey is president of the Bryant 


Heater Co., Cleveland, O., and vice Mf éi 


president and director of Dresser I- 
dustries, Inc. 
The following officers were reelectei 


for a term of one year: vice president, 
’ D. P. O’Keefe, president, O’Keefe ani 


Merritt Co., Los Angeles; vice pres 
dent, John A. Robertshaw, presideti, 


Robertshaw Thermostat Co., Young ® 
wood, Pa.; treasurer, John Van Nor 


den, secretary, American Meter “, 
New York. 

The membership of the Associatit! 
has increased 35% during the Wi 
years and today it represents 
of the production in all gas appliant 
and equipment fields. 
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\dorized Gases Demanded by 
Oklahoma Fire Marshal 


RVISED regulations relating to 
landing and odorization of lique- 
od petroleum gases and construction 
installation of equipment used in 
s transportation, storage and dis- 
wsing of these products, were pro- 
wed and presented by Oklahoma 
ute Fire Marshal T. J. Ellis at a 
lie hearing in the House of Repre- 
ttatives chamber, at Oklahoma 
y, Oct. 29. 

Passage of H.B. 507 by the 1945 
wislature, amending previously ex- 
ing statutes on the subject and en- 
ging the jurisdiction of the State 
re marshal as liquefied petroleum 
4 administrator, and recent devel- 
ments in the industry, made the 
posed revisions necessary. 

Mr. Ellis stated at the opening of 
We hearing that the proposed regula- 
ms were submitted for suggestions 
§to eliminations or amendments. 
le said that all such proposals would 
‘given careful consideration by his 
lice, if reduced to writing, and, also, 
lat the regulations in final form 
tobably would not be promulgated 
side of two weeks, and much more 
ime might be required. 


125 Gas Men Attend 


About 125 representatives of the 
-P Gas industry attended the hear- 
lg. Emphasis was laid on the odori- 
tion of these gases in the new law 
Mi in the proposed new regulations 
the State fire marshal. While the 
mesent basic rules require odoriza- 
Wm they are not as specific as the 
Nes proposed. 


Proposed regulations contemplate 


that a malodorant agent shall be in- 


_troduced into the gas in either gas- 


eous or liquid state, “so as to indi- 
cate by a distinctive odor the pres- 
ence of gas down to concentration of 
air of not over one-fifth the lower 
limit of combustibility.” Objection 
was lodged that, “the lower limit of 
combustibility” is an undetermined 
term, and that a percentage basis, as 
provided in present regulations, should 
be substituted. 


Many Provisions Debated 


Proposals to delete all proposed 
new regulations relating to examin- 
ing of equipment, and to permit pres- 
ent rules on this subject to stand, 
were made at the meeting. A provi- 
sion requiring testing laboratories to 
pass a comprehensive, physical ex- 
amination and-give a surety bond of 
$25,000 before they could secure ap- 
proval of the State fire marshal, met 
objections. 

Present regulations do not require 
bonds but provide that the system 
shall be tested and listed under one 
or more of the following agencies: 
The Underwriters Laboratories Inc., a 
nationally recognized testing labora- 
tory; approval by the petroleum gas 
administrator. Major devices shall be 
approved by Underwriters Labora- 
tories, Inc., or by any competent 
laboratory recognized by the Okla- 
homa petroleum gas administrator. 

Leslie Olson, Oklahoma City, who 
favored retention of present regula- 
tions on this subject, stated that he 
is a firm believer in A.S.M.E. and 
National Board of Fire Underwriters 
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inspection. He read a telegram from 
a national insurance company stating 
that the insurance companies will be 
able to send a sufficient number of 
qualified men into Oklahoma to make 
all required inspections. 


Clause Covers Automatic Shut-Off 


To a proposed rule that all appli- 
ances using B-P Gas shall be of a 
type approved by the State fire mar- 
shal, or a recognized testing labora- 
tory, was added—a new paragraph 
which would prohibit the installation 
of any automatically controlled ap- 
pliance unless it also was equipped 
with an automatic shut-off pilot. 

State Fire Marshal Ellis announced 
that he will call another meeting for 
the special benefit of dealers and in- 
stallers which will be in the nature of 
a school of instruction for making 
proper installation of B-P Gas appli- 
ances, systems and equipment. The 
date of this meeting was not an- 
nounced. 


Installation Training, Topic 
of Missouri Dealer Meeting 


In the interests of furthering sale 
men’s knowledge of liquefied pety 
leum gas and the correct installatiy 
of appliances, the Ruralgas (y 
Kansas City, Mo., held the first , 
a series of meetings on installatiy 
training at the Phillips Hotel, Kans 
City, on Oct. 31. 

Attending the meeting were | 
dealers who hold franchises on Ruy 
gas throughout the state of Missoy 
and Northeastern corner of Kansas, 

Speakers who addressed the me¢ 
ing were: J. D. Eckles and Pien 
Hauser, representing the Colem 
Co., Wichita; R. T. Bergh, distri 
manager of the Geo. D. Roper Con 
Charles Eskew, Servel Inc.; C. } 
Hazelton and A. S. White, Secur 
Manufacturing Co.; Paul Leffel, By 
ant Heater Co.; Tom Emmitt a 
C. A. Ballard, Phillips Petroleum ( 

Three new bulk plants were ¢ 
pected to be completely installed } 
Dec. 1 at Nortonville, Kan., and Sali 
bury and Sedalia, Mo. 


125 dealers of Ruralgas Co. met in Kansas City for organizational convention Oct 4, 
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‘Bbile bodily 
nei damage rates in connection with 
the transportation of 
“@ petroleum gases. 


A great deal of research work has . 


Texas Dealers Pay More 
But Get Needed Coverage 


By J. P. GIBBS* 


Texas Casualty Insurance Commissioner 


OR a period of several months. 
the Board has considered automo- 
injury and property 


liquefied 


yp been necessary. A public hearing 


was held in Austin on July 10 at 


m@ which time the haulers of liquefied 


petroleum gases as well as insur- 
ance companies, insurance agents, 


were a and other interested persons were 


stalled } 


and Salig 


given an opportunity to express 
their views concerning this prob- 
lem. 

Many developments, including 
the enactment by the last session 
of the legislature of a new law re- 


Wiring, among other things, that 
liquefied petroleum gas dealers be 


ey Tequired to furnish a bond for auto- 


“Bathe r 


bile bodily injury and property 


‘Wamage insurance as a prerequisite 
‘tb obtaining a permit to operate 
Winder the Railroad Commission, 
‘Made it necessary for the Board 
‘W take affirmative action. 


Due to wartime emergency con- 
ns, it has been impossible to 


industry experience 
throughout the United States; that 


ne 


*Reprinted from October, 1945, issue of 
“Texas Butane News.” 
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is, the experience on this particu- 
lar class of business in actual dol- 
lars of premiums paid and losses in- 
curred in connection therewith. It 
was necessary to consult with the 
rating organizations in other juris- 
dictions as well as reinsurance com- 
panies. 

It was ascertained that the 
American reinsurance market was 
practically nil so far as this type of 
business was concerned. Only in 
rare instances would reinsurance 
companies protect the primary in- 
surance carrier for any catastrophe 
hazard at the rates in force in 
Texas. Then, too, it was rumored 
that many butane operators were 
illegally paying in excess of manual 
rates prescribed by the Board. 


How Minimum Figured 


After lengthy consultations with 
reinsurance carriers, it was deter- 
mined that the very minimum 
amount necessary to obtain reinsur- 
ance needed by primary carriers 
was twice the bodly injury excess 
limits and three times the property 
damage excess limits charges as 
were in force prior to the order ef- 
fective Sept. 4. 

Senate Bill 269, by bringing bu- 
tane dealers under the jurisdiction 
of the Railroad Commission, auto- 
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Regardless of tank design, Rochester 
nakes LP gauges for any type of in- 
tallation. Illustrated below are some 
ypical applications — above or below 
yround for end, side or top mounting on 
rylinders, spheres and bulk storage. 

n assuming you know the importance 
»f having SAFE gauges on your LPG 
ressel, bear in mind that Rochester's 
re underwriter listed. That is import- 
int to any user of such equipment sim- 
rly because the product is one which 
wrohibits taking a chance on safety. 


ROCHESTER MANUFACTURING CO., 


17 Rockwood Street 


«- CAN 
DEPEND UPON 


Rochester Liquid Level Gauges 
Belong on Every LPG Vessel 


Rochester's famous magnetic (non-elec- 
tric) principle of pointer actuation makes 
it agin 20 for fumes or liquid to 
penetrate the gauge dial. There is no 
center shaft connection through gauge 
head. But accurate liquid level and 
maximum filling levels at corresponding 
temperature are indicated all the time 
by permanent magnetic action between 
center shaft and indicator. This is the 


type of vigilance you can depend upon. 
Specify Rochester gauges for safety. 





INC. 
* Rochester 10, N. Y. 


Makers of Fine Gauges—‘“For the True Inside Story”’ 


OCHESTER Gtemegend INSTRUMENI 


AD ATTN ATE. VION -IEVEL 
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matically placed all such haulers in 
the truckmen classification, with 
(lass 8 rates applicable if the truck 
isnot operated over 50 miles from 
its place of principal garaging and 
ifit operates beyond the 50 miles 
ndius from the place of principal 
graging, then Class 2 rates are 
applicable. 

So-called standard manuai rates 
are based on. 5/10 bodily injury lim- 
its, $5,000 for any one person in- 
ylved in one accident or a max- 
imum of $10,000 on any number of 
people involved in any one acci- 
dent. 

Prior to Sept. 4, Increased Table 
Limit I was applicable where cov- 
erage was desired in excess of the 
§/10 standard limits. It is well to 
remember that this same excess 
limits table was equally applicable 
to private passenger car policy- 
holders, regular commercial car 
plicy-holders as well as haulers of 
liquefied petroleum gases. Obviously 
hd one can contend that the same 
catastrophe limit table should apply 
to a private passenger car policy- 
holder as it does to a hauler of 
liquefied petroleum gases. 


Necessity Prompted Action 


Something had to be done in or- 
der that haulers of liquefied petro- 
leum gases might obtain this need- 
ed insurance and also something 
had to be done to make the rates 
adequate for the primary insurance 
tatriers to obtain reinsurance. The 
tesult was a promulgation of the 
order effective Sept. 4, 1945, mak- 
ing Increased Table Limits II 
which igs approximately twice old 
excess limits rates, applicable to 

lly injury liability rates for 
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trucks hauling butane or liquefied 
petroleum gases and the old prop- 
erty damage excess limits table was 
increased three times in order to 
take care of the apparent minimum 
needed rate as respects catastrophe 
coverage in connection with prop- 
erty damage liability insurance. 

It is our understanding that in- 
surance companies generally are 
still not desirous of writing this 
type of insurance even at the in- 
creased rate. It is hoped, however, 
that a majority of the insurance 
companies will appreciate the posi- 
tion in which the butane dealers 
find themselves and will cooperate 
to the extent of at least giving the 
present rates a trial. 


May Adjust Rates Later 


These promulgated rates are 
equitable to both the policy-holder 
and the insurance company on the 
basis of the best available informa- 
tion obtainable by the Board. As 
experience becomes available, fu- 
ture rates will be adjusted either 
lower or higher as the situation and 
the facts warrant. 

Simultaneously with the issuance 
of the order that became effective 
Sept. 4, 1945, establishing revised 
automobile bodily injury and prop- 
erty damage rates, the Board erect- 
ed a special statistical coding plan 
for the reporting of butane and 
liquefied petroleum gas experience 
separately. Thus in the future, the 
Board will be able to collect experi- 
ence which should accurately reflect 
the conditions prevailing in the bu- 
tane industry and it should be a 
much easier task to make rates in 
the future when such collective 
data are available. 
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Uniform Temperature In Heat Treating 
Required In Making Locks and Latches 


HERE are 13 locks or latches 

in the average American home. 
There are three locks and at least 
three latches on every American 
automobile. If a half million homes 
are built in 1946, 6,500,000 locks 
will be required for them. 

If we manufacture 5,000,000 
automobiles next year, 15,000,000 
locks and at least 20,000,000 latches 
will be included in their construc- 
tion. 

It is anybody’s guess how many 
millions of locks will be manufac- 
tured for desks, filing cabinets, 
lockers, household furniture, trav- 
elling bags and tool chests. As a 
nation we will probably put into 
use at least 100,000,000 locks next 
year, trusting in them to dis- 
courage the thief or thwart the 
curious. 

Now, I am not going to try and 
figure how many trillions of times 
in a day locks or latches are used 





By C. C. TURNER 


Special Representative 
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in the United States. It doesn't 
particularly matter to us except- 
ing that the lowly lock to which 
we give but little thought has to 
be constructed to stand plenty of 
wear and abuse. 

The ignition key in an automobile 
may be turned as many as 50,000 
times during the life of the car. 
Dirt often adheres to a key when 
it is inserted into a lock. Locks 
are forced, hammered, pried, and 
otherwise abused. They are re 
quired to stand the destructive 
forces of nature with little or nm 
protection or attention. 

It is obvious that many of their 
working parts must be constructed 
of tough materials in order t 
withstand all that is expected o 
them. I do know that over a billion 
parts will go into the construction 
of locks in 1946, and over 300; 
000,000 of those parts will have t0 
be heat treated so as to be tough 
and resist wear. 

What fuel is going to be used fo! 
this purpose? B-P Gases are al 
ready well on the way to capturing 
a sizeable amount of this fuel load! 

You are in for a lot of st 
prises when you enter a lock fat 
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[ssorarony APPROVAL of design is 


by no means the last step in 
Rheem quality control. Careful 
manufacture by skilled craftsmen is 
part of the pattern. A final per- 
formance test completes the process. 

The picture above typifies this 
last, tough hurdle. This man is 
hydrostatic-testing tanks for Rheem 
water heaters. Before galvanizing, 
water is put into each tank. Then 


In your plans for the future.. 


the pressure is built up to a point 
far in excess of normal operating 
requirements. Only leak-proof, 
pressure-proof tanks get by here. 
And every burner assembly is sub- 
jected to equally rigid inspection. 

Every appliance turned out by the 
nine Rheem appliance plants must 
pass this “final exam.” And every 
Rheem gas appliance carries the 
AGA Blue Star of Approval. 


. include Rheem 


RHEEM MANUFACTURING COMPANY 


General Sales Offices 


San Francisco 
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tory. As an example, the lock is 
built to fit the key, and not the key 
to fit the lock. Tumblers and pins 
are made of soft brass in order to 
decrease wear against hardened 
parts. Wearing surfaces, or parts, 
which might be cut or filed in an 
attempt to force the lock, are cya- 
nide hardened. Delicate springs 
govern the action of pins and tumb- 
lers. 

Mathematics play an important 
part in the design of locks, particu- 
larly when a group of them are to 
be master-keyed. Finally, the as- 
sembly of locks depends upon men 
and women who keep their minds 
upon their work and check and 
double check each step as the lock 
is formed in successive steps. 

‘The requirements of a good lock 











factory are as exacting as those gf 
a clock factory, and B-P Gases, } 
cause of the uniform results of 
tainable with them, have proved 
be a boon to the lock manufact 
Only a very few years ag 
young man by the name of Gi 
ther Kleeberg quietly slipped: inip 
the dreamy little town of Belfast, 
Maine, and started business in j 
small machine shop in a very andl 
way. People didn’t pay much atten. # 
tion to what he was doing until®} 
they began to hear about the Mari § 
time Quality Hardware Co. 
Varied products began to come§ & 
from Maritime’s assembly lines and § ® 
the company enjoyed a_ healthy 
growth. Soon locks for one of 
America’s largest manufacturers 
of builders’ hardware became a 
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Stewart furnaces in operation at the Maritime Quality Hardware Co., Belfast, Maine. M. 
D. Trundy, who has charge of heat treating operations, is at the cyanide pot furnace. E. 


L. Grant, local gas distributor, is “pinch hitting” at the other furnace. 
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Waw 


Johnson “Hi-Speed”? No. 70 furnace in operation at the Maritime Quality Hardware Co., 


Belfast, Maine. 
mounted upon the wall. 





poduct of the Maritime plant. To- 
ay, hundreds of locks are as- 
smbled in Maritime’s factory 
daily, and the people of Belfast 
ae proud of Mr. Kleeberg and 
grateful to him for what he has 
accomplished to their benefit in the 
form of payrolls. 

Few manufacturers whom I have 
contacted are as well versed in heat 
treating problems as is Mr. Klee- 
berg. It was but natural for him 
lo see the advantages of B-P Gases, 
% What E. L. Grant, the local 
‘Essotane” distributor, had to say 
about gas for heat processing fell 
on fertile ground. 

Mr. Grant followed the proper 
procedure, and placed the problem 
inthe hands of Roy Johnson, cap- 
able engineer for the Fuelane 
Corp., Liberty, N. Y., who worked 
out the details of Maritime’s treat- 
ig processes with Mr. Kleeberg. 

All heat treating operations in 
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Brown electric pyrometer with selector switch is shown to the right, 
To the left of this is the ““Wheelco” pyrometer. 


the Maritime plant are effected in 
a room which is especially reserved 
for this purpose on the first floor 
of the factory building. As the 
wearing parts of locks are cya- 
nide hardened, particular atten- 
tion has been paid to ventilation 
of the cyanide pot furnace in which 
the majority of the heat processing 
is done. This is a size 1820 Stewart 
pot furnace which is manufactured 
by the Chicago Flexible Shaft Co. 
Temperatures up to 1600° F. are 
obtainable in this furnace. 

Gas is furnished the furnace by 
a proportional mixer, this being a 
Series 15 atmospheric regulator, 
manufactured by the North Ameri- 
can Manufacturing Co., of Cleve- 
land, Ohio. 

For real rugged jobs of heat 
treating in which dies or tools are 
processed, a conventional furnace 
is employed. This is also a Stewart 
heavy duty furnace, size 3, manu- 
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factured by the Chicago Flexible 
Shaft Co., and using the same kind 
of proportional mixer as on the 
cyanide pot furnace. Temperatures 
up to 2500° F. are obtainable in 
this furnace. 

A suggestion for greater flexi- 
bility in obtaining varying gas-air 
mixtures would be to load the regu- 
lator diaphragm from the air pres- 
sure line as illustrated in the 
schematic drawing of a _ propor- 
tional mixer which was included in 
Chapter 16. (see BUTANE-PROPANE 
News, November, 1945, Page 43). 


Pyrometer Controls Temperatures 


Accurate control of temperatures 
on both Stewart furnaces is made 
possible with a Brown electric py- 
rometer. This pyrometer is equip- 
ped with a selector switch which 
makes possible the control of up 
to 12 furnaces from the same pyro- 
meter. 

For smaller work, a Johnson 
“Hi-Speed” No. 70 bench furnace 
has been installed. Although the 
manufacturer only claims temper- 
atures up to 2400° F. for this fur- 
nace, temperatures up to 2500° F. 
have been obtained in approxi- 
mately 30 minutes from a cold start. 

An individual electric blower is 
used in connection with the John- 
son furnace, making it unnecessary 
to start the large shop blower which 
furnishes air to the other two 
furnaces if only the small furnace 
is required. Control of the Johnson 
furnace is effected with a “Wheel- 
co” pyrometer. 

As it is absolutely essential that 
all lock and latch parts shall be 
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clean and free from all foreigh 
matter, two de-scaling and cleaning 
pots of about 20 gallons capacity 
each, have been installed. The 


90,000 Btu per hour. The pots arg; 
in frequent operation during Mari 
time’s nine-hour working day, 


Gas Served by 20 Cylinders 


particular interest because of th 
rugged and thorough manner it 
which it has been made. Gas i 


ders being installed upon each siti 
of a Fisher type 748 ‘industri 
automatic regulator. The mati 
folds are constructed of 1-in. ext 
heavy pipe, and all joints are eitl 
silver soldered, brazed, or welded 
with the exception of the PQ 


- connections. 


From the regulator the # 
passes through a large gas met 
manufactured by the Amer 
Meter Co., of Albany, N. Y. lt 
capacity is up to 450 cu. ft. of pn 
pane gas per hour. The gas li 
into the building is of heavy bra 
pipe, reducing lines of the proj 
size leading off to each furnace 
burner. 

In a normal week of 54 wotkill 
hours the consumption is appt 
mately 1000 pounds of propalle, 
better than 1814 pounds per hil 
The entire installation has ™ 
piped in anticipation of expansl 
with provisions for additional 
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inder connections on each manifold 


ing pipe as the company increases its 
ity production. A cafeteria is at pres- 
«fm ot being installed for the benefit 


if the employes. 


At the Maritime Quality Hard- 
ware Co. factory I met with noth- 
@ ing but the warmest praise from 
ig employer and employes for the 
acellent service which was being 
ielivered by B-P Gas. Here again, 
it might also be well for us to 
sive consideration to the economic 
aspects of this installation from 
@ the distributor’s viewpoint. 


Should Build Winter Load 


Belfast is primarily a residen- 
tial town, and like most towns lo- 
iif cated upon the Coast, it has a large 
@ influx of summer residents. This 
isvery fine while it lasts, but with 
the advent of the Fall season, a gas 
dealer in Belfast is apt to have a 
bad case of blues caused by unused 
tylinders which pile up on the gas 
bading platform awaiting the gen- 
gu tle zephyrs of spring again to en- 
um courage the return of summer resi- 
ical dents. 


The busiest time of year for any 

"Bg concern engaged in the manufac- 
® ‘ue of builders’ hardware comes 
in the fall, winter, and early 
“& spring, in anticipation of the an- 
tual building boom which comes 
with spring weather. In the Mari- 
time installation, Mr. Grant has a 
piece of industrial business which 
fits in very nicely with his summer 
business and takes some of the 
headache away from it. 


let us grant that the profit per 
bound of industrial B-P Gas sold is 
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less than upon the same poundage 
sold to domestic accounts, the in- 
vestment is also less for the dealer. 
Five hundred twenty cylinders sold 
to the three-cylinder-per-year type 
of customers would require 173 in- 
stallations. 


The investment in regulating 
and storage equipment for this 
number of installations could easily 
be in the vicinity of $5,000. Invest- 
ment in equipment for the Mari- 
time job is less than 1/5th of this 
amount. One hundred seventy- 
three domestic customers would re- 
quire 520 delivery trips as against 
52 trips for the Maritime job, and 
more than 10 times as much book- 
keeping expense. The Maritime ac- 
count can easily be handled with 
20 cylinders on the job and 10 in 
reserve. One hundred seventy- 
three domestic accounts would re- 
quire at least 173 cylinders on the 
job with a sizeable reserve for re- 
placements. It also is a matter of 
the simplest arithmetic that 173 
regulators, meters, and other equip- 
ment will require somewhere in the 
vicinity of 173 times as much serv- 
ice as a single industrial job. 


Industrial Accounts Rate Lower Price 


Very definitely, the B-P Gas dis- 
tributor can afford to quote a lower 
price to industrial gas consumers, 
and their business fills the very 
definite function of increasing sales 
volume, cutting down the purchase 
cost of equipment and supplies, and 
reducing labor costs appreciably 
upon. each unit of fuel sold. 

It.is quite possible that there 
may not be a lock factory in the 
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design contest seeks to solidify futur 





position of gas cooking in rural and city areas 


The Magic Chef gas range design contest, which 
was announced last month in leading magazines 
and newspapers, is sponsored by ARCHITEC. 
TURAL FORUM, and offers $18,000 in cash 
prizes. The contest is unique in that it represents 
the first time a manufacturer has offered the 
ultimate consumer, and especially the profes. 
sional designing industry, an opportunity to 
submit concrete, over-all suggestions covering 
future design of a home appliance. 


In 1929, Magic Chef enlisted the services of 
New York School of Fine and Applied Art for 
new ideas on gas range design. The result was 
the introduction, during 1930, of the first Magic 
Chef range which revolutionized all gas range 
design throughout the industry. This revolution 
elevated the gas range to a new high plane and 
served to focus national attention on modem 
gas cookery. It is hoped the current Magic Chef 
contest will again focus new national attention 
on gas and gas cooking, and call to the attention 
of the public the importance of gas in a future 
full of promise for a better way of living 


AMERICAN STOVE COMPANY 
4301 Perkins Ave. ° Cleveland, Ohio 


New York © Atlanta © Philadelphia 
Chicago © Cleveland ® St. Louis 
Los Angeles 
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rritory Which you service, but 
ilders’ hardware plants are dis- 
tibuted throughout the United 
Yates, and all of them have similar 
at treating problems. 

Manufacturers of meters, 
watches, clocks, can openers, pencil 
sarpeners, bicycle parts, automo- 
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a tive parts and tools all have the 
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Oregon State line for the past eight 
years, and now plans to extends its 
activities as wholesale distributors of 
butane and propane and _ butane- 
propane equipment and appliances 
throughout the Northwest. 


A. V. Fraser, procurement direc- 
tor, and F. J. MeGurn, in charge of 
sales, state that as one of its first 
postwar moves on the Pacific Coast, 
the company has secured the distribu- 
torship of the “Sunbeau” LP-Gas 
automatic water heater, manufactured 
by the Sunbeau Heater Co., of Los 
Angeles, thus completing a full line 
of appliances and equipment for users 
of butane and propane. 


Manufacturers of oil burners, water 
heaters, and heating appliances since 
1930, the Sunbeau company played an 
important part in supplying the mili- 
tary requirements for space heaters 
during the war. 


Fresno, Calif. plant and some of the transport tank trucks of Cities Fuel Exchange. 





Industry Needs Told Dealers 


EMBERS of the Missouri Liq- 

uefied Petroleum Gas Associa- 
tion held one of their regular quar- 
terly meetings at Moberly, Mo., 
Oct. 29. 

Under the leadership of its presi- 
dent, W. A. Schuette, the members 
spent a full day in discussion of 
pertinent problems of the industry, 
giving particular consideration to 
insurance, legislative problems, 
marketing conditions and freight 
rates. 


Association Officials Talk 


Representatives from the two na- 
tional associations serving the LP- 
Gas industry attended the meeting. 
Major Frank Fetherston, secretary- 
treasurer of the Liquefied Petrole- 
um Gas Association emphasized the 
importance of safety and state and 
sectional groups and explained how 
they could help themselves and the 
entire industry by cooperating with 
the national association. 

President Elwin E. Hadlick of 
the National Butane-Propane As- 
sociation discussed industry legis- 
lation, insurance and freight rates. 

Extracts from both of these pa- 
pers are given below. This is part 
of what Mr. Fetherston had to say: 

“This LP-Gas industry of ours is 
a very complex organism. It is en- 
gaged in business in every state of 
the union. It involves gases under 
pressure—a class of business that is 
subject to regulation because it is 
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considered to be potentially hazard. 
ous. Because the industry includalll 
so many classes of interest potential 
association membership becomes ex. 
tremely varied in its needs as welll 
as in its views. 

“In my opinion, organization withing! 
our industry should begin with State 
or Sectional associations where the 
members of the industry can le 
brought together to consider prob- 
lems that concern them and their in. 
dustry. Their operations should bk 
such that when they consider prob. 
lems of intersectional or interstate 
importance, their views and recon, 
mendations would be passed along ty 
the national association. These State 
and Sectional associations should bi 
encouraged to take cognizance 
such problems and to work with th 
National association, whose respons 
bility it should be to coordinate tle 
views of all concerned. 


Bring All Groups Together 


“The National association shoul 
be a staff organization composed 
representatives of state and section 
associations and in addition the 
companies which are engaged in ig 
terstate commerce. The National a > 
sociation should be the coordinali 
body with respect to those maw 
that are common to the membelt 
the industry wherever they may! 
located. In the interest of unifoml 
it would also follow that the} 
tional association should act tom 
and coordinate such matters 28% 
be common to more than one 
association. ql 

“I do not suggest curtailing! 
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ANAME THAT STANDS FOR QUALITY 


McNAMAR L-P GAS TRUCK TANKS 


"WITH PROVEN PERFORMANCE" 


PROPANE BUTANE 
GREATER PAYLOAD HIGH TENSILE STEEL 
MATERIALS IN STOCK FOR EARLY DELIVERY 


Write or Wire for Specifications and Prices 


SPECIALIZING IN YOUR TRANSPORT PROBLEMS 


McNamar Boiler & Tank Co. 


P.O, BOX 868 TULSA, OKLAHOMA 
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activities in 
State  associa- 
tions whatever. I 
think they should 
consider and act 
upon any matter 
in their own dis- 
cretion. However, 
I am suggesting 
that when our in- 
dustry appears 
before interstate 
authorities ofr 
F.R.FETHERSTON other bodies hav- 
ing jurisdiction in more than one 
state, that the views of all concerned 
be coordinated and presented through 
the National association. This, I be- 
lieve, is a logical and natural se- 
quence. 

“This type of activity has occupied 
much of the time of LPGA in the 
past. Such working committees as 
the Technical and Standards Com- 
mittee, The Safety Committee, The 
Transportation Committee and the 
Legislation Committee have and are 
continuing to work on problems that 
are truly national in scope and im- 
portance. 

“The result of proper coordination 
of effort will be stronger State asso- 
ciations and certainly a strong and 
unified industry. 

“T do not suggest that the LPGA 
should be strictly a technical associ- 
ation. On the contrary, I believe it 
should perform such functions as it 
can with due regard to the mutual 
interests of the members of the in- 
dustry. Local or sectional problems 
have no place in its deliberations. 
Local or sectional groups, however, 
can and should draw upon the Na- 
tional association for support and ad- 
vice where technical matters are con- 
cerned. 

“You are all familiar with the Na- 
tional Electrical Code. It is spon- 
sored by the National 


Manufacturers Association. It has 
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Electrical . 


such general acceptance that it forms wa 
the basis of state and local laws from ay 
one end of this country to the other] qi 
We need in this industry the same or 
type of recognition for our technica}7, 
standards, and it can be accomplished 
through the cooperation of the Statd jy 
associations with the National asso})); 
ciation. We have Pamphlet No. 58 
All we need now is the spirit to pu do 
it over. 

“To handle trade matters in a Na 
tional association like ours tha 
covers such diverse interests is ve tee 
difficult. At best we can only hope the 
handle certain phases of publicit 
and promotion. Trade functions mor 
properly belong to the State associa 
tions. They can meet on commo 
ground for the discussion and solu 
tion of trade problems. 

“The important thing now is th 
future. How can the National asso 
ciation and the several State asso 


State or Sectional associations in 
industry. A number like your ov 
is doing a splendid work for the i 
dustry. 

“Second, we must have a soulg! 
National association to carry on Mpass 
that field where mutual interests ¢ 
tend beyond state boundaries. Thedpass 
are readily definable. It is time raj 
get down to business and -accomplis 
the job. tdeg 

“And third, we must bring our N ing js 
tional and State organizations 
gether as a working team.” 


Mr. Hadlick said in part: 


it form} was not so many years ago that the 


edof special legislation which reached 
he Statqjown into the very vitals of every 


“Now, it is next to impossible to 
t to pulio anything in business without first 
thecking the provisions of a statute 
particularly relating to that busi- 
ness, placed on the books by the leg- 
islators for what is generally called 
’ hope t4ihe common good. 
publicity “Businessmen need to be alert if 
ons MOMthey are to know what is required of 
 A8S80ClA} om by the law. Much more impor- 
commol nt, they need the efforts of a trade 
association; first, to assist the legis- 
lators in arriving at the right kind 
fa law to cover the industry; 
seond, to give practical assistance 
ecomplisf members in the industry for work- 
that welg under the laws; and, third, to 


it that the application of the law is 
a all times fair and reasonable for 
the industry, while at the same time 
jivalue in protecting the public. 
‘There are three principal fields of 
yautiginal enactment of statutory law. 
igtere are laws which affect our op- 
wations which can be passed by the 
federal Congress, some laws can be 
assed by state legislature, and or- 
é and regulations can be 
ies. The assed by governing. bodies of your 
; utious towns and cities. Those are 
tee separate fields of legislative 
aleavor and the technique of handl- 
Ng is quite different in each. 
“Our industry should have a Na- 
‘mal association which will be on 
job at all times in connection 
roblems $¥ith legislation proposed or pending 
islation. P'efore the Federal Congress. 
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“That job must 
be handled bya 
National associa- 
tion under the di- 
rection of per- 
sons who have a 
thorough knowl- 
edge of our busi- 
ness and the 
kind of resource- 
fulness an d 
imagination  re- 
juired to operate 

E. E. HADLICK in this highly 
specialized field. 

“Individual operators in the in- 
dustry, local, state, or district asso- 
ciations, and others, should be kept 
advised of developments in Congress 
and will be able to give great help in 
certain directions, but the primary 
responsibility must be assumed by 
an organization which makes this a 
part of its regular, routine work if 
our industry is to be protected. 

“National Butane-Propane Associ- 
ation proposes to assume the respon- 
sibility for its distributor members 
in connection with federal legisla- 
tion. It will keep in constant touch 
with proposals before Congress, re- 
port regularly to all of you, and will 
make whatever presentations may be 
necessary to represent your interests. 
It will call upon individual units, 
local, state, and district associations 
and others, as may be required for 
successful operation. 

“The situation in the field of state 
and municipal legislation is quite dif- 
ferent. Those are big fields when 
taken on a nation-wide basis, and 
they are the kind that cannot be 
completely and properly handled by 
a National association. 

“That there is need for local or- 
ganization and watch dogs for state 
legislatures is apparent from the 
state legislation which has been en- 
acted and which has been under con- 
sideration. 










“In these fields of municipal and 
state legislation, the individual oper- 
ators, or better yet, local, state and 
district associations, are of primary 
importance. They will have to carry 
the torch in the first instance because 
experience has shown that local leg- 
islators are most impressed by con- 
tact with local people whose business 
is being affected, and because no Na- 
tional organization can be made big 
enough to provide legislative repre- 
sentatives who will be able to drop 
into any and every state legislature 
or municipal council whenever a 
piece of legislation may be proposed. 

“But there is a very definite place 
for National association in the local 
legislative field. A national .associa- 
tion should be prepared to give im- 
mediate and valuable assistance to 
any local unit or group which is 
faced with a legislative problem. 

“Tf the city council in your commu- 
nity, or the legislature in your state, 
proposes the enactment of legislation 
to effect your industry, you should 
have at your service a National asso- 
ciation which can promptly give you 
a resume of the status of that type 
of legislation throughout the 
country. 

“It should further be able to give 
you advice as to the features of the 
legislation which are particularly ob- 
jectionable, and should make sugges- 
tions, not only for changes or alter- 
ations in the proposed legislation but 
also suggestions as to the type of 
evidence and line of argument to be 
prepared to combat burdensome fea- 
tures of the proposal.” 


Consumer Magazine Will ''Sell'' 
LP-Gas to Prospects 


To further the aims and efforts of 
their state association for dealers and 
distributors, the Louisiana Butane 
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Dealers Association has announce 
the publication of its first issue ¢ if 
“Southern. LP-Gas News,” design 
to keep men of the B-P Gas industry 
in the state of Louisiana jos in 
new developments in the industry i in 
the state and nationally. 

Edited by Harold D. May, execy iy 
secretary of the Association, 
Southern LP-Gas News will be ¢ 
“voice” of the Louisiana B-P * 
industry in publicizing the advantage 
of liquefied petroleum gas to pros 
pects and customers. It will cary 
items of interest to homemakers « 
kitchen planning, cooking, heating 
and so forth. 

Available to participating membe 
at the association headquarters, 4( 
Reymond Bldg., Baton Rouge, Li 
the magazine may be had in quanti 
lots at a flat assessment of $35 plu 
5 cents per copy. Space is left on th 
last page of this magazine for th 
dealer to rubber stamp or print 
name and address and write or typ 
write the name of his customer f 
mailing. 


Detroit Lakes Gas Co. Changs 
Name to Consumers Gas Co. 


Sol. Fligelman, president of Det 
Lakes Gas Co., Detroit Lakes, Mim 
has announced that his company! 
changed its corporate name to (# 
sumers Gas Co., but that its offiea 
ownership and management reli 
the same. 

The reason the change was i 

according to Mr. .Fligelman, wa 
eliminate the impression that | 
company’s business was localizel 
Detroit Lakes as their operations 
extended in the past 15 years 
clude many additional towns and 
communities. 
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FACILITIES AND POLICIES 
BUILT FOR BEST SERVICE 


Specializing exclusively in the manufacture, 
marketing and exporting of Liquefied Petroleum 
Gases and Natural Gasoline, Warren's policies are 


based on the most and best service to our customers. 
Our production, storage and shipping facilities, 
greatly expanded in wartime, were designed, 
located and built to insure the greatest production 
of top quality and the quickest delivery possible 
under peacetime conditions. What are your plans 
to meet the wider use and greater consumption of 
Butane and Propane? We solicit your inquiries. 









WARREN PETROLEUM CORPORATION. 
TULSA, OKLAHOMA 


_ Detroit, Michigan . Houston, Texas 














100,000 - Gallon Storage Serves J 
70 - Mile Florida Territory 


HE Fowler Butane Gas Co., of 


Pensacola, Fla., was formed in 
1939 and installed its first storage 
facilities, a 16,000-gal. butane tank, 
in 1940. 

In 1941 two 10,000-gal. butane tanks 
were added and in 1944 the company 
again increased its storage capacity 
by installing a 42,000-gal. butane 
tank and a 22,300-gal. propane tank. 

These latter two tanks were fabri- 
cated at the Birmingham plant of the 
Chicago Bridge & Iron Co. 

The 42,000-gal. butane tank is 12 
ft. in diameter by 54 ft. long. It is 
designed in accordance with API- 
ASME specifications and is stress re- 
lieved. The 22,300-gal. propane tank 
is designed in accordance with Para- 
graph U-69 of the ASME Code for 
Unfired Pressure Vessels for 200 lbs. 
per sq. in. pressure. It is 106 in. in 
diameter by 50 ft. long and has ellip- 
soidal ends. 





A 42,000-gal. butane tank installed by the Fowler Butane Gas Co. at its Pensacola, Fit, 
bulk plant. 
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The Fowler Butane Gas Co. dis. 
tributes gas in Pensacola and the sur. 
rounding territory within a 70-mile 
radius. Supplies of butane and pro. 
pane are received in tank cars and 
delivered in three truck tanks of 1500, 
1350 and 1100-gal. capacity, respec. 
tively, all of which operate at 101 lbs, ] 
per sq. in. pressure. 

The company also operates a serv. 
ice truck and a service car and wil 
soon add a propane delivery truck. 

Deliveries are made only in bulk to 
customers with underground systemsg: 
the storage capac‘ties of which range 
from 150 to 1000 gals. New systems 
and appliances are supplied through 
an affiliate, the Fowler Appliance (0. 

Eighty-five per cent of the com 
pany’s customers are domestic and 
the remaining 15% are commercial 
Most of them use their gas system 
for cooking, space heating and ho 
water. 



















: 


DEC 
BUTANE-PROPANE Ne 





Tee} aa 









Co. dis- 
the sur- 
70-mile 
and pro- 
cars and 
; of 1500, 
, Tespe-feHE USE of butane as fuel for 
; 101 Ibs. Toi well drilling engines has be- 

wme increasingly active during re- 
. An area in which this 





ile is the great oil field region 
wound Tulsa, Okla. 

One of the dealers responsible 
“fora large number of these in- 
sallations is Tom Gorman, who 
he sa operates a company in Tulsa un- 
sstic and dr his name. He is the Ensign 
nmercialg “atburetor Co. distributor for that 
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Wildcat Oil Drillers Like 
Butane for Engine Power 





By PAUL LADY 


area and has put many units on 
trucks and tractors as well as on 
oil field equipment throughout the 
district. 


Mr. Gorman reports that the 


oil field carburetion business re- 
mained active throughout the war. 
Indications now suggest even great- 
er use of butane and propane for 
He also expects in- 


this purpose. 
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Three 185 h.p. engines are compounded by Tom Gorman, Tulsa, for big oil drilling job. 
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Side view of drilling engine, showing carburetion equipment, regulator and vaporizer. 


creased interest to develop around 
the use of B-P Gas as a motor fuel 
for trucks and tractors. 

Typical of many of the drilling 
rig installations made by Mr. Gor- 
man in the past few years is one 
finished recently and illustrated in 
the accompanying pictures. 

This power installation is on 
Buda engines—Model PC-1879, of 
185 HP, 900 RPM (for drilling and 
intermittent service). They have 
1879 cu. in. displacement. These 
are six-cylinder engines. In this 
unit three engines have been com- 
pounded in order to provide enough 
power to operate a large rotary oil 
well drilling rig. The butane car- 
buretion equipment installed on 
each of these engines was manu- 
factured by Ensign Carburetor Co. 
of Huntington Park, Calif. Each 
engine uses one Model H.D. vapor- 
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retors and two Model B Engine 
fuel regulators. 

Built to work on _ butane, pro 
pane or natural gas, these combi- 
nation units make it possible t 
switch the engine from one fue 
to the other without shutting of 
the engine. 

Although natural gas is gener 
ally used to power the engines il 
proven fields, where it is found ii 
abundance, butane and _propail 
have been applied more and mor 
of late years for wildcat drilling 
operations where no natural g2 
is available; and in many cases il 
is retained after production. 

These rigs run _ continuously 
after drilling operations _ begil 
which may be from several week 
to several months, depending 
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eal drilling conditions. Because 
f this, B-P Gas is especially popu- 
jr with drilling men, as it pro- 
vides a good, steady source of pow- 
a#with a minimum of breakdowns. 
Another reason for its popularity 
js its flexibility in operation. It 













[se DAVIS, B-P Gas dealer of Elk 
City, Okla., is now established in 
lis new quarters east of town on 
Highway 66. So far only a part of 
the expansion of the plant laid out by 
Mr. Davis has been realized. This 
fact is due mostly to the shortages of 
materials and the difficulty of hiring 
men to do the necessary work. 

To date one 1750-gal. butane stor- 
age tank has been installed. Plans 
all for one more butane storage of 
300 gals. and one propane storage of 
1400 gals. A complete bottle filling 
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Domestic Dealer Will Balance Sales 


by Adding Summer Engine Load 


Bulk plant of Lee Davis, Elk City, Okla. 


runs equally well whether the en- 
gine is idling or is wide open, and 
may be shifted from one speed to 
the other quickly and smoothly. 
This is especially important in 
drilling operations, as the speed 
of the motors vary greatly. 


modern truck filling station which 
will be installed near the highway. 
A new Adel fuel dispensing unit is 
on order for this purpose. With this 
development will come a shop for the 
installation of carburetors for trucks 
and tractors. 

Mr. Davis has been in business in 
Elk City for five years, during which 
time his sale of gas has mounted 
steadily. He covers a radius of about 
40 miles around the town. About 85% 
of his business is domestic; however, 
he is trying to add to his other out- 
lets in order to balance his gas load 
throughout the year. 

He looks to the sale of gas for use 
as fuel in trucks and tractors to help 
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Dont Miss This .. . 


Before you buy any 
Butane Carburetion, 


SEE 





MODEL J 
CONVERTER 





For light trucks, passenger autos, 
tractcrs, stationary engines up to 
125 H.P. Manufactured to the usual 
High Quality CENTURY standards, 
with cver 18 years’ experience. 


Its low cost will surprise you. 
Superb performance 
Power 
Fuel Economy 
Oil Economy 


Century Gas Equipment Co. 


11188 Long Beach Blvd. 
Lynwood California 














greatly in this plan, as much of this 
type sale comes in summer months 
when domestic load is at a minimum, 

His summer load has been helped 
considerably during the past few 
years by the sale of gas to four cotton 
gin owners and two oil well operators, 

Another use for butane and pro- 
pane that is growing rapidly in this 
area is for chicken brooding. There 
are well over 100 separate users in 
the locality of Elk City, many of 
whom Mr. Davis serves. He is a dealer 
for the A. R. Wood brooder and re- 
ports that he is able to sell brooders 
almost as fast as he can receive them. 


United Petroleum Gas, Midwest 
Distributor for Adel Dispensers 


Raymond J. Kirkby, project man- 
ager, LP-Gas division, Adel Precision 
Products Corp., Burbank, Calif., has 
announced the appointment of United 
Petroleum Gas Co., 135 So. La Salle 
St., Chicago, as Midwestern distribu- 
tors for the new Adel butane-propane 
pumps, dispensers and accessories. 

Effective Jan. 1, 1946, United Pe- 
troleum Gas will begin marketing op- 
erations for Adel in Minnesota, Wis- 
consin, North and South Dakota, 
Kansas, Nebraska, Eastern half of 
Colorado, Oklahoma, Missouri, 
Illinois, Indiana, Iowa and Michigan. 

The precision-built Adel butane- 
propane pumps and dispensers were 
designed and are now being produced 
to meet the demands of this fast- 
growing industry for safe, accurate 
and speedy dispensing equipment. 
Extensive field surveys were made 
and a close study of the existing 
codes in all states with the result 
that the Adel dispenser combines a 
the features needed for varied ope 
ating conditions and the many @ 
ferent code requirements throughe® 
the nation. a 
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aia | NEW L. P. G. HOME GAS SYSTEM 


. Salle 








stribu- Production will be started on the New Butler- 
Propane Built above ground home gas system as soon as 
a materials are available. 

ng wr It can be quickly installed in any of the 13,000,000 
“f ‘oo rural and suburban homes now without gas supply. 
alf of Using Propane Gas, it is suitable for any climate, 
souri, any temperature. There’s a tremendously profitable 
chigan. business in Butler Home Gas dealerships—selling 
butane: Butler Home Gas Systems and supplying the sys- 
8 sane tems with L. P. Gas from efficient, economical 
er Butler L. P. Gas Truck Tanks. For information on 
pean Butler-Built L. P. Gas equipment and dealership, 
ipment. wire or write today to— 

made 


WER MANUFACTURING COMPANY, 7410 EAST 13th ST., KANSAS CITY 3, MISSOURI 


© BUTLER®.BUILT 


= 


oughél LIQUEFIED PETROLEUM GAS 
" HOME SYSTEMS, TRUCK AND TRAILER TRANSPORT TANKS 
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the Union Pacific railroad and ap 
8000-gallon storage tank on the high- 
way one mile north of the city limits, 


Utah Dealer 
Gas will be shipped in carload lots 


Has Big Plans 
from California. A delivery tank truck 


EDAR CITY, Utah, will soon be will serve rural homes in the vicinity 
able to boast of a highly modern of Cedar City. 
liquefied petroleum gas plant, accord- North of Cedar City 150 miles 


ing to Fred H. 
La Frentz, who 
is about to real- 
ize a 12- year’s 
dream to _ estab- 
lish himself in 
that territory. 
Operating 
under the name 
of the “La Frentz 
Liquid Gas Co.,” 
the plant will be 
opened about the 
middle of Decem- 


ber. There willbe  F.H. La FRENTZ 


60,000 gallons of storage located on 


there will be established a_ second 
storage plant where a truck dispens. 
ing station and bottle filling equip. 
ment will be installed. At St. George, 
54 miles south of Cedar City, another 
similar station will be established. 

Mr. La Frentz plans to appoint at 
least 10 dealers who will be located 
at strategic points within a 200-mile 
radius of Cedar City. These distribv- 
tors will serve the extensive farming 
communities close to their offices and 
probably most of them will have auto. 
motive dispensing stations in addition 
to smaller bulk plants. 

The conversion of gasoline engines 














a f y 
Butane-Propane Manifolds 
(Now in Stock) 








SIX REASONS WHY 


. No Hot Spots 

. Even Distribution 

. No Restrictions 

. Proper Finning 

. Larger Internal Area 
. Greater Efficiency 
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(Now in Stoc 





BU-SEAL Compound offers a safe, 
sure defense against leaks. A mod: 
ern, new type sealing compound 
for LP-Gas valves and_ fittings 
BU-SEAL should be a "must 0% 
every dealer's bench. If you haven! 
used BU-SEAL, order some today: 








ELECTRIC AND CARBURETOR ENGINEERING CO. 


E. 8th Street 


“Pioneers of the Butane Industry” 


Los Angeles 21, 
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) Gives many other interesting.cooking 
' facts that women want to know. Basic 


o on 


wissen HOW TO WIN FRIENDS 
and INFLUENCE HOUSEWIVES 


38 Pages of FACTS, FIGURES and 
IDEAS from which to build a hard- 
hitting Sales Story on RANGES 


ERE’S a free, pocket-size book that 
twill help train your salesmen to be 
sar salesmen. Telling the story of “Meas- 
ured Heat,” it builds up a winning argu- 
ment that no housewife can ignore. 





Shows why a new kitchen range should 

be No. 1 on the post-war shopping list 

...gives convincing reasons why it’s more 

practical for a housewife to invest first in 

anew kitchen range, before buying other : mart 

needed items. Explains how she can save —Chock-full of interesting pictures, 


$88 a year and i improve food quality. diagrams and information on mod- 
ern range cooking and how fo sell it. 


principles of cooking are explained, com- FREE 
mon cooking failures are analyzed. You 
tan use this new book as a basic sales AS MANY COPIES AS YOU 


training piece for new salesmen. Write NEED FOR YOUR SALESMEN 
for it today. 


Even More Than Before YOU CAN DEF 





to liquefied petroleum gas will be a 
feature of the Cedar City plant. Mr. 
La Frentz has specialized in such con- 
versions for the past several years 
while associated with American Liquid 
Gas Corp. of Los Angeles, manufac- 
turers of “Algas” carburetors. 


One of the. features which Mr. 
La Frentz will install at his Cedar 
City plant is what may be called a 
“club: room” for truck drivers in 
which will be located free shower 
baths and a number of private rooms 
containing bunks where truck driv- 
ers may rest and sleep while wait- 
ing for their trucks to be serviced 
and filled. 


For many years he has had this 
particular territory in mind as a 
place where he wished to establish 
himself in business and to live per- 
manently. While he knows that he 
will have the keen competition of coal 
and cheap electricity, he has complete 
confidence that he will be able to 
overcome them. 


National L-P Gas Institute 
Plans Educational Course 


After having thoroughly checked 
the phenomenal advance in the sale, 
installation and use of liquefied petro- 
leum gases, especially during the last 
15 years, and sensing the great need 
for trained men in the industry, there 
has been chartered a school in Tulsa, 
Okla., to teach the rudiments of the 
industry to those who desire to take 
instruction. 

So, the “National L-P Gas Insti- 
tute” was created and will open its 
doors for instruction on Monday, Jan. 
14, 1946. The institute will be well 
housed, with modern offices, reception 
room, library, lecture rooms and an 
auditorium. There will be a_thor- 
oughly equipped laboratory. 

It is planned that the faculty shall 
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be made up of men who are highly 
trained, experienced, and _ skilled, 
These men have been drawn from eq. 
leges, universities, technical _ jngt. 
tutes, and industry itself. 

From time to time experts from 
outside will be invited in to supple. 
ment the work of the faculty. Text 
material is being prepared and gs. 
sembled by and under the direction of 
Paul Buthod, assistant professor of 
petroleum refining at the University 
of Tulsa. 

The text material will be supplied 
by the institute in printed, loose-leaf 
sheets which may serve as a ready 
reference for future use for those who 
take the course. As new ideas may be 
developed in the business they will be 
incorporated into loose-leaf form and 
made available to those who complete 
the course, to be added to the loose- 
leaf binder. 

Subjects to be offered are as fol- 
lows: 


1. Engineering Fundamentals: (a) 
Fundamental physical and chemical 
data and theory of equipment; ()) 
Selection of Equipment — heat loss 
charts, friction loss charts, strength 
of materials, pressure regulators. 


2. L-P Gas Equipment: (a) Meth 
ods of Installation—burner adjust: 
ments, installing regulators, valves 
fittings, tanks; (b) Uses—industrial 
domestic, advantages over othe 
types; (c) Transportation and Dis: 
tribution — types of cylinders an 
tanks, storage, methods of transpor 
tation, methods of distribution. 

3. Safety and Specifications: (#) 
Fire Protection—state and city laws 
transportation laws; (b) Standards 0 
the trade—legal and optional, typ 
of fuels, testing and specifications. 

4. Laboratory: (a) Pressure ald 
temperature measuring equipmelt 
(b) Adjusting regulators, contro 
valves, carburetors, etc.; (c) Inspe 
tion. 
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RELIANCE 
REGULATORS 


ARE DESIGNED AND 


TESTED 


TO MAKE L-P GAS BEHAVE 


Sf AReliance Regulator will make gas 


have in every conceivable regulating 
plication in the liquid petroleum indus- 


‘§ ty. The wide range of sizes with many 
just-§ variations of Reliance Regulators provide 


paitive and uniform control for all pres- 
swe conditions in L-P gas lines. 


is Sauce the birth of the L-P gas industry, 


kliance Regulators have been preferred 


8 ‘their originality of design, by which 


city laws 


sndards 0 


nal, type 


ications. 


Maitive lock-up and absolute control of 


AmERICcAN 
Merers 


steady outlet pressure are assured under 
variable loads and inlet pressures. 


Simplicity reduces installation costs, mini- 
mizes maintenance service, reduces size 
and weight and saves metal for the war 
effort. To make your L-P gas system be- 
have, install Reliance Regulators. 


BULLETINS ARE AVAILABLE ON THE 
COMPLETE LINE OF APPROVED RELI- 
ANCE REGULATORS. 


LATORS 





New Products 





Cylinder Valve 


W. J. Schoenberger Co., 8810 Har- 
vard Ave., Cleveland 5, Ohio. 


Description: An important feature 
of this new valve is the “Pressure 
Equalizer,” designed to overcome one 
of the problems’ encountered in 
handling high pressure fuel gases. 

Oxygen cylinder valve permits 
valve to open instantly with pressure 
differentials of as much as 2500 lbs. 
per sq. in., above and below the seat. 
A larger seat opening can be used 
than in conventional valves due to the 
fact that this valve does not rely on 
a strong spring to overcome the pres- 
sure differentials in opening the 
valve. 

Full flow around the head of the 
lower stem is assured due to large 
clearance between steam head and 
wall of the body. Elimination of the 


stem head guide in the body pre. 
vents the possibility of expanding 
the head and causing it to stick ip 
the body. 

Free catalog gives all details and 
outline drawings. 





























Water Heater 


Pittsburg Water Heater Corp., Bor 
4452, Pittsburgh, Pa. 

Model: 21 

Description: Blanket type insuls- 
tion; mineral wool blanket that gives 
even insulation throughout the tail 
and will not settle through shipping 
or years of standing, thus holding 
heat loss to a minimum. 

Full automatic shut-off and pl 
control. Silent, non-clogging 
drilled port burner. Controls & 
cealed by durable, baked-on 3 
enamel, steel cover over sturdy 
of copper or galvanize. In 20, 30,8 
50 gal. sizes. 
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WELBILT 


WELBILT GAS RANGES are 
everything their name im- 
plies. WELBILT owners every- 
where are unanimous in their 
satisfaction with the unex- 
celled performance, smart- 
ness of design and economy 
of these outstanding ranges. 
Dealers make special efforts 
to feature WELBILT GAS 
RANGES because they sell 
quickly and profitably. 
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CURRENT 


@ Reviews of new books, pamphlets and 
articles published in recent magazines of 
interest to technicians and executives in 
the liquefied petroleum gas industry. Those 
interested in reading any complete article 
or book should write to the publications 
named. 


Catalytic Chemistry—Henry W. 
Lohse. Published by Chemical Pub- 
lishing Co., Inc., 26 Court St., Brook- 
lyn 2, N. Y. Factual presentation of 
underlying principles of 
phenomena and the application of 
catalytic reactions in industrial pro- 
cesses. Chapters cover: Brief history 
of catalytic chemistry, catalytic 
theory, nature and properties of cata- 
lysts, specific types of catalytic re- 
actions, industrial catalytic reactions. 

Particular attention is paid to the 
presence of impurities in catalytic re- 
action systems and the role of traces 
of other metals in silver, copper, 
iron, nickel, etc., used as catalysts. 
Separate section devoted to each of 
the various types of catalytic reac- 
tions. Nature and properties of cata- 
lysts, specific types of catalytic re- 
actions as well as industrial catalytic 
reactions discussed in detail. Fully il- 
lustrated and consisting of 416 pages. 
Price, $8.50. 


American Petroleum Refining—H. 
S. Bell. Published by D. Van Nos- 
trand Co., Inc., 250 Fourth Ave., New 
York 3. This is the third edition of 
this book and it has been prepared 
to provide a concise summary of the 
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READING 


art of petroleum refining in its man 
and varied phases. The technique of 
petroleum refining has _progresse 
so rapidly in recent years that if 
was deemed important to bring this 
volume up to date. 

In it are combined the technical 
developments of the war period 
as to make this information readilj 
available to executives, engineers 
and refinery employes. 

The book contains 619 pages, di 
vided into 36 chapters. The volume 
is elaborately indexed by subject am 
by authors who are quoted. Tables 
photographs, drawings, and _ graphi 
make this a valuable book for r 
finery men. Price: $7.50. 























Safe Practices in Natural Gasolin 
Plants—D. Attaway. “Petroleum ke 
finer.” Aug., 1945, pp. 89-94. Thi 
article is intended to provide safe 
information based on actual exper 
ence and accumulated from varioil 
safety regulations. These practices ar 
not to be confused with federal, state 
or insurance laws and regulations. 











Do You Plan to Convert to LP Ga! 
—P. E. Peacock, Jr., “American 
Journal,” Aug., 1945, pp. 27, ete. 
discussion of small manufactured # 
plants and their conversion to ligt 
fied petroleum. 








Heats of Isomerization of the ! 
Octanes, Research Paper RP 1635} 
E. J. Prosen and F. D. Rossini. U: 
Bureau of Standards. 
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15,000 Gal. Propane Tank 8’ 0-1/16” I.D. x 50’ 5-14” Long 


FOR LPG STORAGE 


Lancaster stands prepared to help you equip your plant with 

adequate and economical storage facilities to meet the post- 
war demand for liquefied petro- 
leum gas. Lancaster offers you 
the results of years of experi- 
ence in design, fabrication and 
erection of complete bulk plants. 
This highly specialized knowl- 
edge is yours for the asking. 
You will be the winner in prop- 
erly designed, trouble-free, dur- 
able LP-Gas storage. 
Complete proposal drawings and 
estimates will be submitted to 
you gladly and without obliga- 
tion. Send your inquiries today 
for prompt attention. 


Bulk Tanks—Skid Tanks 
Truck Tanks 


15,000 Gal. Propane Storage Tank for 
8’0-1/16" I.D. x 50’5%” Long Butane -® Propane 


P 1635, 


“MNCASTER IRON WORKS, INC. 


LANCASTER, PENNA. 
MBER — 1945 





Ross Thomas and George Benz 
Advanced by Phillips 


K. S. Adams, president of Phillips 
Petroleum Co., has announced the 
appointment of Ross W. Thomas as 





R. W. THOMAS G. R. BENZ 


executive assistant to G. G. Oberfell 
with the title of manager of research 
and development. Geo. R. Benz suc- 
ceeds Mr. Thomas as manager of the 
chemical products department. 
According to G. G. Oberfell, vice 
president, the creation of the new 
position represents further manage- 
ment recognition of the growing im- 
portance. of petroleum chemicals. 
“Many new petroleum products met 
with unprecedented demand during 
the war and offer even greater peace- 
time possibilities,” Mr. Oberfell said. 
“Also, there is a trend for the raw 
materials required by the chemical 
industry to come from petroleum in- 
stead of coal tar and other sources.” 
Ross Thomas has been with Phil- 
lips since 1926. Starting first as con- 
struction superintendent, he later be- 
came research engineer on liquefied 
petroleum gases, working on the de- 
velopment of manufacturing proc- 
esses and equipment for the trans- 
portation, storage and consumption of 
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these gases. Following a year x 
assistant director of research, he was 
appointed vice president and general 
manager of Philgas Co., a subsidiary 
formed to market liquefied petroleum 
gas. Subsequently, the chemical prod. 
ucts department was set up to in 
clude Philgas (liquefied petroleum 
gas), special chemical petroleum 
products, the licensing of processe 
and furnishing of engineering infor 
mation. 


Since July, 1940, Mr. Thomas has 


also been president of Hycar Chemni 
cal Co., the affiliate jointly owned 
Phillips Petroleum Co. and the B.F 
Goodrich Co. to manufacture an 
market synthetic rubber. 

George R. Benz, started with Phil 
lips in 1925 in the engineering de 
partment. In 1927 he became inter 
ested in liquefied petroleum gas ani 
in 1928 transferred to the Detroii 
office as sales engineer, later becom 
ing Philgas industrial division man 
ager and assistant to the manager ii 
the Philgas Division of Phillips. 
1940 he was made assistant managug , 
of the Phillips chemical products é 
partment with headquarters ig! 
Bartlesville, holding this position uti 
his advancement to manager. 


Ted Parr, Refrigeration Man, 
Joins California Firm 


Ted Parr, for a number of yea 
refrigeration engineer with Serve 
Inc., and more recently with Hous 
hold Products Co., Oakland, Cali 
is now associated with Modern 4 
pliance Co. of San Mateo, Calif. 

Mr. Parr will act in the capacity ® 
sales engineer and will cover 4 larg 
Northern California area, in mie 
of which he is already widely “ 
quainted. 
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DOZEN very good 
Engineering Reasons 


Diaphragm Packless 


BUTANE-PROPANE 


VALVES 


—fittings, accessories, too 





' HEX FORM TIGHT GRIP HANDWHEEL. 


» EXTERNAL BACKSEAT WHEN IN FULL OPEN 


POSITION. 


) IMPERFORATE METAL “LONG LIFE” MULTIPLE 
“ DIAPHRAGMS. . 


PATENTED BACKSEATING CONSTRUCTION FOR 


" DIAPHRAGM REPLACEMENT. 


STRONG DURABLE DESIGN FOR “HEAVY” USE. 


" SPECIAL HI-STRENGTH ALLOY SPINDLE. 


POSITIVE EASY SEATING PLASTIC INSERT. 


STAINLESS STEEL SPRINGS FOR MAXIMUM 
SERVICE. 


DESIGN OF SAFETY PROVIDES A TRUE “POP” 
MLIEF ACTION. 


There are many times a dozen reasons for 
specifying KEROTEST VALVES where Safety, 
Dependability and Economy are vital—these 
are just twelve of the most important reasons. 

Kerotest engineers have worked hand-in- 
hand with the LP-Gas industry—often pio- 
neering developments that made for greater 
safety, and the opening of endless applica- 
tions, and uses for this newest fuel. Kerotest 
is ready to apply this vast experience to any 
problem involving precision coritrol of Butane 


or Propane Gas. 


Send us your Inquiries 
for quotations 


KEROTEST MANUFACTURING CO. 


PITTSBURGH, PA. 


URGE PORTS FOR MAXIMUM FLOW CAPACITY. 


LONG CENTER GUIDE FOR POSITIVE RESEATING. 


) CAREFUL PRECISION MACHINING THROUGH- 
our, 








Mark Anton Buys 
13 “Philgas’ Outlets 


ULMINATING negotiations of 

many months, a deal ‘was closed 
in late November that transfers to 
the newly  or- 
ganized Suburb- 
an Propane Gas 
Corp., of New 
Jersey, 13 East- 
ern retail prop- 
erties of the 
Philgas Division, 
Phillips Petrol- 
eum Co., of Bart- 
lesville, Okla. The 
consideration to 
be paid Phillips 
is announced as 
$11,000,000. 

The new company also takes over 
the principal assets of the Suburban 
Gas Co., Livingston, New Jersey, 
which has been operating for many 
years under the direction of Mark 
Anton, who now becomes president of 
the combined concerns. R. Gould 
Morehead will be secretary and 
treasurer. 


MARK ANTON 


Combined Accounts Total 85,000 


It is said that a total of 85,000 do- 
mestic accounts are involved in the 
transaction. No change in operating 
personnel is planned. 

The Philgas units are in eight 
Eastern states and the District of 
Columbia, serving concentrated areas 
generally beyond city gas mains. 

The Suburban Gas Co. has pioneered 
in distribution of bottled gas in New 
Jersey, New York and Pennsylvania 
for 17 years. 

Under a purchase agreement Phil- 
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lips Petroleum for 28 years will Sup- 
ply the new company with all its gas 
requirements, give advisory service 
and grant use of patents, including 
the “self-service” distribution system, 
The Suburban Propane Gas Corp. 
filed Nov. 28 with the Securities anq 
Exchange Commission a registration 
statement covering a proposed issye 
of $4,500,000 of 12-year debentures 
and 493,155 shares of common stock. 
Net proceeds of the financing, ex. 
cept for working capital, with $3. 
000,000 of 15-year junior debentures, 
will be paid to the Phillips Petro. 
eum Co. as the $11,000,000 considera- 
tion for its Eastern properties. 


Ward King Establishes Bulk 
Plant at Grand Island, Neb. 


Ward King, formerly of Glasgow, 
Kan., has established a new propane 
bulk storage and bottling plant at 
York, Neb. 

A new storage tank, manufactured 
by the Chicago Bridge and Iron (0, 
Chicago, will have a capacity of 18; 
000 gallons straight propane to op- 
erate at 200 lbs. working pressure. 
The propane will be supplied by War- 
ren Petroleum Corp., Tulsa, Okla, 
and Houston, Texas. 

A bottling plant also is being it- 
stalled which will fill and deliver 
fropane in 100-Ib. bottles to dealer 
within the York, Neb., trade tert- 
tory. Smith pumps will be installed 
at the plant and a 1%-ton delivery 
tank truck has been ordered from 
American Car & Foundry Co., New 
York. bi 

Mr. King announced that wi 
equipment and appliances are obtall 
able in quantities he may enter this 
phase of the B-P Gas business om? 
wholesale basis. 

The new plant was scheduled 
open during November, 1945. 
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Jersey Standard Provides Funds 
for History of Oil Industry 


The acceptance of a grant of $15,- 
0 by the University of Oklahoma 
foundation to compile a history of 
jl in the Southwest has been an- 
yunced by Standard Oil Co. (N. J.). 
The writing, publication and dis- 
tribution of the history will be en- 
titely in the hands of the Foundation, 
magency of the university that has 
en created to receive grants for 
sich projects. 

“So much of the development of 
the American oil industry has taken 
jlace in the Southwest that we feel 
acomprehensive record would be of 
ral value to educators, scholars and 
industrialists,” Eugene Holman, presi- 
dent of Jersey Standard, said in an- 
wuneing acceptance of the grant. 


Dual Underground System 
hstalled for Florida Firm 


Providing five separate services for 
me installation is somewhat of a rec- 


ord, even for B-P Gas, but this type 
of an installation has been made by 
the Natural Gas & Appliance Co. at 
Orlando, Fla., in the Fairchild Funeral 
Home of that city. 

With a dual underground system to 
insure continuous service, B-P Gas 
serves the crematory, a central heat- 
ing plant and hot water system. Four 
upstairs apartments are equipped with 
four Servel refrigerators and four 
cooking ranges which are also served 
with B-P Gas. 

Natural Gas & Appliance Co. is a 
distributor of Green’s Fuel of Saras- 
ota, Fla., and is directed by E. R. 
Whittle. 


Martin Brothers, Back from War 
Form Arkansas Butane Firm 


The Rison Butane Gas Co. has been 
formed by Ray Martin and Roy Mar- 
tin of Rison, Ark., sons of Mr. and 
Mrs. C. A. Martin of Bethel, Ark. 

Roy Martin recently was discharged 
from the army air forces, and Ray 
Martin has been associated with the 


‘Moore Hardware Co., of Rison. 


Fairchild Funeral Home, Orlando, Fla., uses B-P Gas for five different services. 
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New Company Will Sell 
"Philgas" in Eight States 


Francis and Eugene McCahill, long 
identified with the B-P Gas industry 
in Minneapolis, announced recently 
the incorporation 
of the United Pe- 
troleum Gas Co., 
with offices in 
Chicago and Min- 
neapolis. 

United will 
specialize in the 
engineering and 
sale of liquefied 
petroleum gas to 
industrial, gas 
manufacturing 
and motor fuel 
fields. 

Familiar names in the B-P Gas in- 
dustry have been added to the per- 
sonnel in order to provide for its 
clientele highly technical engineering 
counsel along with plant design and 
maintenance procedure. 

Frank T. Carpenter, formerly as- 
sistant manager of the natural gas 
division of the Phillips Petroleum 
Co., at Bartlesville, Okla., has been 
elected vice president in charge of 
operations. Gerry H. Bach will be 
vice president in charge of sales en- 
gineering. Mr. Bach also comes from 
the Phillips Petroleum Co., having 
served as Chicago district manager 
and manager of the engine fuel sec- 
tion, contacting the industrial gas 
manufacturing and motor fuel fields 
in that area. 

United Petroleum will market B-P 
Gas in Illinois, Wisconsin, Minnesota, 
North and South Dakota, Nebraska, 
Iowa, and Michigan as direct dis- 
tributors of the Phillips Petroleum 
Co. Plans have already been laid for 
bulk storage installations and de- 
livery stations throughout that area 
so as to be able to efficiently serve 





G. H. BACH 


112 


smaller firms in the truck, bus, and 
industrial branches through tank car 
deliveries. Major volume accounts 
will be served by tank cars. 

Additional engineering perSonnel 
of major importance is being added 
and announcements are promised for 
December. 















Sale of Unassembled Tanks 
Questioned by Texas Officials 


The increasing demand for tanks, 
and the shortage of fittings, has 
prompted a number of fabricators in 
the Southwest to sell their tanks to 
dealers minus filler heads and fit- 
tings. 

Fabricators in Texas are permit 
ted to sell these unassembled sys- 
tems to the dealers when the deal- 
ers are qualified to finish the as- 
sembling, according to a spokesman 
for the Gas Utilities Division of the 
Texas Railroad Commission. 

Complaints have been numerous 
that a great many dealers who are 
not qualified to assemble them have 
accepted these tanks, to await the 
availability of parts for assembling. 

Official attention to this situation 
was given. recently when Gus 
Strauss, Director of the Gas Utilities 
Division, warned the industry that in 
following this practice dealers must 
obtain from the Railroad Commis 
sion approval of the proposed sys 
tem and if it departs from accepted 
principles and practices, the Com 
mission may require that the systell 
be examined and listed by a recog 
nized testing laboratory. 

Louisiana also gave attention 
this condition when an order wa 
issued by W. directo, 
Louisana Liquefied Petroleum “# 
Commission, forbidding the shipmetl 
of domestic liquefied petroleum 
systems into the state unless tht) 
were completely equipped. 
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Ready NOW! 


EMPIRE’S New Gas Floor Furnaces 


REMOVABLE FABRICATED STEEL REGISTER } 


° 
ciency 


y 
EMPIRES New Non-Radiant Gas Circulator Heaters 
SIZES 20,000, 30,000, 40,000 50,000 AND 60,000 BTU INPUT 





EMPIRE’S NEW GAS RANGES, GAS CLOSET TYPE FURNACES GAS F 
’ OR 
AIR CIRCULATOR HEATERS AND GAS RADIANT CIRCULATOR HEATERS 





ina BELLEVILLE, ILLINOIS 
FACTURERS OF GAS HEATING AND COOKING APPLIANCES 
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THE TRADE 


Coining a new word, the merchan- 
dising department of The Estate 
Stove Co., Hamilton, Ohio, is pre- 
senting plans for three “dreamlined” 
kitchens. 

The designs are by Henry Wilder, 
a designer in the field of home fur- 
nishings. 

Included among the unique fea- 
tures in the several designs are a 
gracefully curved cornice board over 
the sink and range to conceal fluores- 
cent lighting; a combined breakfast 
nook and baby’s play pen; glass 
bricks in the walls just above the 
counter tops to provide light for 
these work areas; a sturdy meat-cut- 
ting block; a breakfast bar with 
chairs designed to fit flush, cabinet 
style, when not in use. 

The three designs, done in water 
color, are reproduced in full size (20 








in. by 25 in.), mounted on heavy 
board and framed for dealers’ show 
windows and walls. 

In connection with each of these 
displays, the factory is furnishing 
the dealers, through its distributors, 
a descriptive pamphlet with a floor 
plan and detailed specifications. Lino- 
leum patterns, color and make of 
paint for walls, and design of the 
wallpaper are included in the speci- 
fications. 


Payne Furnace Co., for three years 
engaged in war production and now 
well along the road to reconversion, 
has launched a quarter-million dollar 
expansion and building program, de 
signed to double production of its 
gas-fired heating equipment, E. L. 
Payne, president, has announced. 

The plan contemplates the imme 





Estate Stove (0! 
“Dreamlined” 
Kitchen. — 
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Another ‘“‘extra’’ which you receive when you 
contract with Phillips for your Propane or Butane 
requirements is engineering counsel regarding 
the proper design of your plant and equipment 
for safe and efficient operation. Expert help in 
planning new or revamping old facilities is only one of many 
benefits you receive when you contract for Phillips Propane or Butane. 
Why not contact the nearest Branch Office? A Phillips 


representative will gladly supply further details of interest to you. 


PHILLIPS PETROLEUM COMPANY 


maliielek wma CIM al iiela 
BARTLESVILLE, OKLAHOMA 


Branch Offices in NEW YORK. CHICAGO. PHILADELPHIA 
DETROIT, ST. LOUIS, SHREVEPORT, AMARILLO. HIBBING 


THE WORLD'S LARGEST MARKETER OF LIQUEFIED PETROLEUM GAS 














Announcing 


New 1946 Model 


Automatic Deluxe 
SUNBEAU 


L-P GAS 
WATER HEATER 


* 
Built for Beauty 
and Better Performance 


* 

NEWLY APPOINTED 
CENTRAL CALIFORNIA DISTRIBUTOR 
CITIES FUEL EXCHANGE 
FRESNO, CALIFORNIA 


W. J. Timmings, Owner-Manager 


SUNBEAU 


HEATER COMPANY 


Manufacturers of Hi-Quality Heaters Since 1930 





3510 S. Hill Street * Los Angeles 7 
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diate construction of two additions to 
the factory, totaling 64,000 sq. ft, 
and the installation of modern, new 
machinery and equipment, such as 
a battery of paint-drying ovens and 
conveyer systems to speed line-pro. 
duction and loading. The objective js 
to fill orders as soon as received, L 
contingent on availability of mate. 

rials, 4 

Mr. Payne has also announced the 
appointment of Charles F. Cushing, 
as vice president and assistant general 
manager. 

Mr. Cushing left the post of dis 
tribution manager of Bryant Heater 
Co., another Dresser member com- 
pany, with whom he has been asgo- 
ciated since 1935, to assume his di 
ties at Payne Nov. 1. 





































Justus M. Krappe has joined the 
staff of the L. C. Roney Corp., Ls 
Angeles. He will hold the position of 
chief engineer 
and will have fill 
charge of all de 
velopment work, #)” 

Mr. Krappe has 
been _ associatel 
with various 
branches of th 
gas industry & 
a number® 
years and h® 
wide _ experielit 
in developmet 
and experimel 
work. For five years previous to 1 
he was an associate professor at fi 
due University Engineering Exper 


| 


ment Station where he was respoli 
ble for the organization and dilt 
tion of gas engineering laboratory 
search. 

Previous to that time he was 
ployed at the American Gas Associ 
tion headquarters in New York. } 
that position he was in contact W 
gas companies and the manufactures 
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Ip the propane plant at Camp Haan, 
inCalifornia, this battery of METRIC. 
AMERICAN Ironcase 500-B's is help. 
ing Uncle Sam keep both 9S supply 
and accounts Straight. © Each of 
these five busy meters (LP-Gas type) 
is handling better than its conser. 
vatively rated 10,540 cu. ft. Per hr. 
Capacity of Propane, measured at 
15 Ibs. gage. The plant's Propane 
delivery thus is measured accur- 
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ately and continuously... by equip- 
ment that bears the name of the pio- 
neer LP-Gas meter manufacturer, 


at Gamp 

















LP-Gos Meters of all capacities... 
SPProved construction for 

handling, and o full assortment of appropriate 
indexes... ore available under the amtnican 
and METRIC. AMERICAN brawds. Helptul 
CATALOG 16-4 mailed you ot your request. 


with 
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of gas appliances and automatic con- 
trols. 

In 1941 Mr. Krappe spent some time 
with Butane-Propane News where he 
acted as technical editor in the prep- 
aration of the third edition Handbook 


Butane-Propane Gases. During the 
war Mr. Krappe was in the service of 
the U. S. Engineers and several war 
plants in a technical capacity. 

Utilizing his experience in the de- 
velopment and application of gases, 
Mr. Krappe will have full charge in 
the development of a complete line of 
gas equipment and accessories for the 
Roney organization. 


Due to the belief that the potential 
development of the liquefied petrol- 
eum gas industry in the Southwest 
and on the West Coast justifies such 
a move, A. J. Weatherhead, of the 
Weatherhead Co., Cleveland, Ohio, 
has authorized the acquisition of ad- 


ditional buildings to enlarge the pres. 
ent Glendale, Calif., plant, located at 
1736 Standard Ave. 

New machinery, supplementing 
equipment which has been used in the 
company’s aircraft building program 
for the past four years, makes pos. 
sible greatly increased manufactur. 
ing facilities. Enlarged operations 
will be started by the first of the 
year. 

The B-P Gas items being manv- 
factured at the Glendale plant includ 
a complete list of cylinder valves, 
service line valves, safety relief 
valves, vapor equalizing valves, w- 
loading adapters, excess flow check 
valves, regulators and the complete 








line of fittings. The present line coy- 
ers 31 items, with additional one 
in process since the printing of the 
first catalogue in September of this 
year. 

A recent survey trip made by Tom 
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Mission automatic hot water heaters will give 
“more hot water per minute at less cost” because 
of advanced design features found only in a 
Mission. Burner design...tank design...insula- 
tion...all mean faster recovery and greater satis- 
faction for the user of a Mission Water Heater. 


re 


—y 
Mission WATER | Heater CORPORATION 


HEADQUARTERS PLANT: 7101 McKINLEY AVE., LOS ANGELES 1 





San Francisco Branch: 3369 Mission 


aa ae 





Oakland Branch: 6601 Beck St. 
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vctur- 
tions 
f the 
nanu- Be it heralded by timid, tiny L&H is looked upon with such high 
clude tinklings—the full, booming tones favor by so many cooking-wise housewives? 
alves, of mellow chimes — the iron-tem- Up-to-the-minute L&H ranges have 
Telit pered clang of a cast ing hel — time and temperature features for even, 
3, Un- or the cheerfully vocalized “Soup’s positive control of cooking goodness; many 
check} On”, it’s sweet music because it’s mealtime. labor-saving devices for cooking ease; use- 
npletei Bat mealtime is more than another home- approved advantages that simplify many 
€ COV spun episode in enjoyable eating. It isthe _,,ealtime activities. ‘ 
. ones climax that Is mother’ t satisfyi 

gene ene ceonitiimgataiaaa, And tliere’s sweet music for appliance 


of the answer to healthy hunger. ; 
f this merchants, too — sales, profits, prestige, 





But what went on before the delight- goodwill — a package that is yours when 
y Ton ful climax? Planning and preparing, cook- _you sell L&H cooking and heat- FB. 
ing and baking! For more than 70 years, ing appliances. Just tell us you ( “f, a] 


housewives have looked to their L&H like the sound of a tuneful cash 
ranges to add the dependable touch totheir _ register and we’ll show you why 
finest efforts. Is it any wonder, then, that L&H means sweet music anytime. 
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A. 3. LINDEMANN & HOVERSON CO. 


MILWAUKEE 7, WISCONSIN w= 
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AMERICA'S largest selling PUMPS 
Provide Water For Industrial Service, 
Domestic Uses & Irrigation @ Peer- 
less offers the most complete line of 
vertical and horizontal pumps. Be- 
cause of the extensiveness of the line, 
a pump of the size and exact type 
best suited for your pumping condi- 
tions, which makes for greatest econ- 
omy of operation, is available to you. 
The Hi-Lift illustrated here is fur- 
nished in sizes of from 500 to 3,500 
gallons per hour. The Hydro-Foil 
(Propeller Type) up to 220,000 gal- 
lons per minute. 

Peerless Distributors and Direct Factory 


Representatives Located in All 
Principal Cities 


HORIZONTAL 2d) | 


ee 


PEERLESS PUMP DIVISION 
Food Machinery Corp. 
LOS ANGELES 31, CALIF 
301 W. Ave. 26 


QUINCY, ILLINOIS , CANTON 6, OHIO 
2nd ana York St 1250 Camden Ave, $.W 





Scott of the Weatherhead Co, 
office at Cleveland, Ohio, accom 
nied by E. Van Vechten who hanjl 
the sales activities on the West 
for Weatherhead, - indicated 
spread interest in the Weatherh 
plan. 

The territory covered by the 
Angeles sales and engineering offi 
of the Weatherhead Co., consists 
Arizona, California, Nevada, Oregyj 
Washington and Idaho, and is hand 
by two men well-known in the he 
ing and refrigeration industry, 


| P. Johnston, formerly of  Dougl 
| Aircraft Co., and Carrier Corp, 


Don Rieck, formerly of Det 


Michigan Stove Co. 


Announcement is made by F 
erick A. Stevenson, president 
American Car and Foundry Co, f 
George K. Bradfield, Jr., has 
appointed an assistant vice presil 
of ACF. In his new capacity Mr. Br 
field will assist E. D. Campbell, 
president in charge of engineering) 


H. A. Halvorson of the A. J. li 
mann & Hoverson Co., Milwail 
manufacturers of electric, gas anil 
ranges, was re- ' 
cently elected to 
the board of di- 
rectors of the 
company and 
named vice presi- 
dent. In addition 
to these positions 
he will retain the 
post of general 
sales manager. 

Mr. Halvorson, 
a graduate of the 
School of Busi- 4 
ness Administratin of the Uni¥ 
of Minnesota, has been with thet 
pany for 19 years, coming from 


H. A. HALVOR 
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Dayton Co., Minneapolis. He was em- 
ployed in various sales capacities and 
appointed general sales manager in 
1938, 

Albert C. Held, president and treas- 
urer of the Western Hardware & 
Specialty Mfg. Co., Milwaukee, and 
vice president of the Milwaukee Flush 
Valve Co. was also elected to the 
board. 


A stove or furnace unit will come 
off the completely redesigned and 
streamlined Kalamazoo assembly line 
at the rate of one every 20 seconds, 
Arthur L. Blakeslee, president of 
Kalamazoo Stove & Furnace Co., an- 
nounced in outlining a _ radically 
changed postwar production and dis- 
tribution program. Plans include rev- 
olutionized stove and furnace produc- 
tion. 

The company will build gas and 





electric ranges, combination range 
coal and wood ranges, heating stove 
and a complete line of coal furnaged 
Oil and gas warm air heating wie 
will also be available. For the fig 
time, refrigerator and washing my 
chine models will be added to 
Kalamazoo line. Also, a new type 
experimental store will be set up} 
Kalamazoo in the recently purchase 
Bates building, in the center of ¢ 
business district in Kalamazoo, Mic 

The store will serve as an experi 
mental establishment where method 
of display, merchandising plans a 
other phases of retail distributi 
will be tried out before being install 
in retail stores. 


Dan Perkins, engineer for t 
Ransome Co. prior to the war, ki 
returned from active duty with th 
Navy to rejoin the staff of his ol 


We're busy here at Hays. We're trying at one and 


the same time to reconvert to peacetime produc- 


tion and to make a daily reduction in the stack of 


unfilled orders. We're busy, but for 75 years we 


have never been too busy to try to observe Christ- 


mas in deed and in spirit. This 76th Christmas 


will be no exception. 


May this Christmas be a very special day for you 
and yours. May the glow of this 1945 Christmas 
candle be so strong that its gleam will guide us all 


throughout the months of the coming year. 


HAYS MANUFACTURING CO., ERIE, PA. 
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G RAY S ON HEAT CONTROL, LTD 
LYNWOOD — CALIFORNIA 
MANUFACTURERS OF AUTOMATIC TEMPERATURE CONTROLS 
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SMITH 
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SPECIAL 
FEATURES 


Foul ns. 
outlet 

For Truck 
Mounting 


d smaller capacity models for} 
Tank Truck mounting or direct-con-| 
nected electric drive. 








For Truck Mounting Capacity 100 gpm 
Direct connected at 500 rpm. 





For direct Etectric Motor drive. 
Capacity 20 gpm =e at - 1800 rpm. 





Electric Motor drive. 
50 gpm at 1800 rpm. 


For direct 
Capacity 





For direct Electric Motor drive. 
Capacity 100 gpm at 1800 rpm. 
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Street 
Calif 


Mission 


company. He will make Ransome’s 
Emeryville, Calif., plant his main of. 
fice. 

Mr, Perkins has taken over the di- 
rection and management of Rap. 
some’s burner and torch department 
and will be actively engaged in the 
sales and engineering of this type of 
equipment. 

For the past three and one-half 
years, Mr. Perkins served with the 
Navy. Two and one-half years were 
spent in the post of communications 
officer at the Mare Island Navy 
Yard. For one year he was in the 
Division of Military Government, 

Mr. Perkins now holds the rank of 
Lieutenant, USNR, Retired. He is a 
veteran of both World Wars. 


FRED LAUER J. J. BRANDT 
In conjunction with their greatly ex 
panded sales and promotional ptv- 
grams Cribben and Sexton Co., mail: 
facturers of “Universal” gas ranges, 
announce the appointment of thre 
men to positions within their orgall 
zation: Fred F. Lauer, Eastern sales 
manager; John J. Brandt, advertising 
manager; Frank E. Brown, New Eng 
land district sales representative. 
Mr. Lauer, who has been Cribbet 
and Sexton district representative # 
western New York for the past 


BUTANE-PROPANE Ne 





: wens fax Les ema PAPERS, fee 


Sa 


Fo Bre ra Seber” 





* Easy to Use and Carry 
*No Need for Calculations 


fver had to convert an appliance from 
manufactured or natural gas to LP-Gas 
md needed to know what orifice size 
lo install? Ever had to estimate how 
much gas a burner could handle? Ever 
had to convert B.t.u. per hr. to cu. ft. 
pr hr., or vice-versa? Ever had to 
now the B.t.u. input load of an ap- 
jliance or industrial burner? With the 


fs Flow Orifice Calculator you can. 


qickly and accurately work out all 
and many other problems. 


Checks all factors relative to orifice 
iting for gases from 300 B.t.u. to 
3300 B.t.u. at pressures from .5-ins. to 


ORDER TODAY . 


WIANE-PROPANE News, Publishers 


108 West 8th Street, Los Angeles 14, Calif. 
.W.B.P. Gas Flow Orifice Calculators for 


Gentlemen: Please send me 


GAS FLOW 
ORIFICE 
CALCULATOR 


Invaluable to LP-Gas Engi- 
neers, Shop Men, Domestic 
Appliance Service Depart- 
ments, LP-Gas Appliance 
Manufacturers, and All Oth- 
ers Who Need to Check or 
Determine LP-Gas Orifice 
Sizes. 


® No Reference to Tables 
® Just Set Scales and Read 


15-ins. water pressure. Determines the 
flow of orifices from sizes 1 to 75 
number drills, from sizes A to Z in 
letter drills, and from sizes 2/64 to 
32/64 in fraction drills. 

Priced for quantity purchase to enable 
you-to obtain a sufficient number for 
everyone in your organization con- 
cerned with orifice sizing. Privilege to 
return within 10 days, for any reason, 
further assures your satisfaction. We 
pay postage on orders accompanied 
by remittance. Add 244% sales tax on 
California orders. 


SPECIAL OFFER 

25% DISCOUNT ON 
ALL ORDERS OF 25 
OR MORE. 


which I am enclosing my check (or money order) for $ 
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years, will move from Buffalo to 
Newark where he will direct all sales 
activities in the New England and 
middle Atlantic States. 

Mr. Brandt comes to Cribben and 
Sexton headquarters in Chicago from 
Buffalo, N. Y., where he had directed 
advertising for the Iroquois Gas Corp. 
for the past 10 years. 

Mr. Brown rejoins the company 
after a leave of absence of three years 
when he was engaged in war produc- 
tion. He is located in Boston. 


Miss Clara A. Ridder has been ap- 
pointed home service director of 
Servel, Inc., it was announced this 
week by R. J. 

Canniff, advertis- 
ing and sales pro- 
motion director 
for Servel. Prev- 
ious to coming to 
Servel, Miss Rid- 
der was executive 
secretary of the 
Colorado Nutri- 
tion Council in 
Denver. 

Miss’ Ridder 
succeeds Miss 
Frances Cowing 
who left Servel 
earlier this year. In addition to her 
position as executive secretary of 
the Colorado Nutrition Council, she 
formerly served as regional nutrition- 
ist for the National Live Stock and 
Meat Board, instructor in home eco- 
nomics at the New Mexico State Col- 
lege of Agriculture and Mechanic 
Arts, and as home demonstration 
agent in Perkins County, Nebraska. 

Miss Ridder received her bachelor’s 
degree in home economics from the 
University of Nebraska in 1936, and 
her master’s degree in nutrition from 
the University of Arizona in 1938. 


CLARA RIDDER 
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Jim Donnelly, 
formerly sales 
manager of 
“Smithway” gas 
water heaters, 
has been appoint- 
2d product super- 
visor of the entire 
water heater di- 
vision of the A. 
O. Smith Corp. 
J. E. Woodall re- 
signed from this 
post Nov. 15, be- 
cause of ill health. 

Mr. Donnelly’s appointment follows 
a long association with the water 
heater, plumbing and heating, and 
utility fields and eminently fits him 
to guide the anticipated postwar ex- 
pansion plans of the company’s water 
heater program. 

After a long rest, Mr. Woodall plans 
to return to Milwaukee where he will 
be able to devote more time to the 
expansion of the J. E. Woodall (Co, 
which has been a_ distributor for 
“Smithway” products for many years 
throughout Wisconsin, Minnesota, up- 
per Michigan, and North and South 
Dakota. 


JAMES DONNELLY 


The Holly Heating and Manufa- 
turing Co., South Pasadena, Calif, 
has established a policy of selling its 
floor furnaces only through licensed 
heating equipment installing dealers, 
according to J. Caden Jenkins. 

The trade name of “Stubby” has 
been given to the company’s produc! 
because it is uncommonly shallow. 


Henry M. Taylor has returned t 
The Ruud Manufacturing Co., maker 


of automatic gas water _heatels 
Pittsburgh, Pa., as district manage! 
for Iowa. Mr. Taylor filled this samt 
position with Ruud before the war bi! 
during wartime was on loan to th 
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UNREMITTING RESEARCH 


secret of the outstanding success of the 
TAPPAN L. P. Gas Range 


Test engineer measuring 
with micromanometer. 


‘ Burner research is one of 
Testing oven for perfectly Se oarnerearonee our most important projects. 
balanced heat distribution. ses) < <—— 


During the war LPG dealers frequently took No, it is nothing new for us to hear. 

time out to write us letters like this: : 
Tappan pioneered the L.P. Gas Range 
field—even to the extent of establishing 
and developing one of the first L.P.G. 
consumer areas in the country. Constant 
research, improvement and perform- 
ance have built consumer preference 


for the Tappan L.P. Gas Range. 
The TAPPAN Stove Co., Mansfield, O. 


icited 
7 unsolict 
(ones) dealer 0” 
i 














Established 1881 
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United States Department of Com- 
merce. 

Prior to taking charge of sales in 
the Iowa territory in 1934, he was dis- 
trict manager in Louisiana and Mis- 
souri. 

A. J. Strain has been appointed by 
Ruud as general manager of its To- 
ronto plant. 

Mr. Strain has been identified with 
a number of large Canadian firms for 
many years, his last position being 
superintendent of domestic sales for 
the Consumer’s Gas Co., Toronto. 


Tappan Stove Co. stockholders have 
authorized the issuance of 25,250 ad- 
ditional shares of stock to finance the 
firm’s postwar expansion program. 

Part of the funds secured from the 
sale of additional stock will be util- 
ized to purchase new equipment for 
increased production in Hamilton, 
Ohio, while the balance will be used 
to construct a new manufacturing 


plant in Murray, .Ky., which may be 
operated by a newly formed corpora. 
tion. , 

The new company will be managed 
by Robert M. Lamb, Tappan’s plant 
superintendent, and William R. My. 
bee, assistant plant superintendent, 
will replace Mr. Lamb in Mansfield, 
James S. LeMunyon will become as. 
sistant plant superintendent and ip 
charge of the Portsmouth plant. 


The appointment of J. M. Schlem. 
mer as divisional sales manager of 
the refrigeration division was recent 
ly announced by J. F. Ray, director 
sales, General Controls Co., Glendale 
Calif. < 
In this capacity Mr. Schlemmer will 
contact all original equipment mame 
facturers, jobbers and dealers in @& 
ordination with the branch office per 
sonnel in the use and sale of tem 
refrigeration line of automatic conti} 











Made in three styles — ——>»> 
Single Hood, Dual Hood Hood 
and Full Size. Sturdily con- Type 
structed of heavy metal 

with protective coating of 

paint or galvanized to in- 

sure rust resistance. Write 

for prices and detail. 


Full Size 
Cabinet 


<«-- 


The Oxford Company 





OXFORD Bottled Gas CABINETS 


Thousands of Oxford Bottled Gas Cabinets, Full Size, Single Hood 
and Dual Hood Types, are inkuse in many parts of the country 
giving satisfactory service over many years. q 


Liquid Propane Vaporizer 


Insures vaporized gas in any degree of cold weather. Outstanding © 
superiority is that it is installed OUTSIDE the tank—always acces 
sible. Write for details and prices. 


bd Oxford, Pent 
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WeEpcGEwoop 
GIVES REAL 
ECONOMY ro 


USERS OF 





amma 











@ Wedgewood’s gift to users of LP gas is ECONOMY of operation, every 
day in the year. WEDGEWOOD users get the most for their money: 


: Wepcewoop THE MODERN GAS RANGE 


JAMES GRAHAM MANUFACTURING CO. 


ANGELES * SAN FRANCISCO * NEWARK, CALIFORNIA * PORTLAND, OREGON 
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PROPANE 


If You Are Seeking: 


I—A DEPENDABLE SOURCE 
2—A UNIFORM PRODUCT 
3—A CAPABLE SUPPLIER 


4—AN EXPERIENCED MANU- 
FACTURER 


Then inquire— 


Cities Service Oil Co. 


In Propane also 


CITIES SERVICE 


means 


GOOD SERVICE 


CITIES 
Service Oil Co. 


(Delaware) 


BARTLESVILLE, OKLA. — CHICAGO, ILL. 


Other Sales Offices 
Cleveland Kansas City 


St. Paul Toronto 








equipment. He comes to General Con. 
trols with a very versatile background 
of 20 years experience in the refrig. 
eration field. 


American Me- 
ter Co. has an- 
nounced that Wil- 
liam G. Hamilton, 
Jr., has been pro- 
moted from as- 
sistant manager 
to manager of 
the company’s 
Philadelphia fac- 
tory. 

Mr. Hamilton 
joined American 
Meter in 1927, 
engaging in factory production until 
1937, when he was advanced to en- 
gineering and sales activities, in the 
fields of pressure regulation, flow 
measurement and flow control. He 
added the duties of assistant manager 
in 1941. 

During the war Mr. Hamilton was 
in charge of Philadelphia factory op- 
erations as acting manager. 


W. G. HAMILTON, 
JR. 


The acquisition of Security Et 
gineering Company, Inc., of Whittier, 
Calif., by Dresser Industries, Int, 
was Officially completed Nov. 1, 194, 
with the issuance of Dresser comm 
stock to the holders of Security colt 
mon stock, H. N. Mallon, Dress 
president, has announced. 


_ Security Engineering is widely 


known as a manufacturer of rock rol 


ler bits for sub-strata drilling oper 
tions and as a manufacturer of oi 


field tools, specialties, and a patent ji) 


ed metal for oilwell liners. 


A new plant in Phoenix, Ariz., offer- 
ing greatly expanded service fat 


Nal0C 
“lye, b 


ties to the users of truck-trailers i! ie 
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STORAGE TANKS AVAILABLE 


We have the following Storage Tanks available for January delivery: 


Size 12,350 W.G. Working Pressure 200 Ib. U. Propane 
Size 15,180 W.G. Working Pressure 200 Ib. U. Propane 
Size 18,000 W.G. Working Pressure 200 Ib. U. Propane 
Size 20,825 W.G. Working Pressure 200 Ib. U. Propane 
Size 23,650 W.G. Working Pressure 200 Ib. U. Propane 
Size 26,435 W.G. Working Pressure 200 Ib. U. Propane 
Size 30,000 W.G. Working Pressure 200 Ib. U. Propane 
Subject to Prior Sale. 


Gas Systems—Truck Tanks—Transports—Storage Tanks 


Gas | 
SOUTHERN nay | chara GAS & 
) (tems 


: EQUIPMENT CO. 


Atco Bldg. Tulsa, Okla. 























Clrmstron 


QUALITY SINCE 1899 


\ul-C Bathroom Heater Through the war years our reconversion 
-B-'% body finished in plans have been set for a rapid turn- No. 900 Circulating- 


porcelain enamel. over to civilian goods. We're now in Radiant Heater— De- 
the ony ay = full swing producing these popular signed for proper com- 
high, ‘emma % heaters. Place your order immediately pustion to produce both 


‘690 Radiant Heater ‘or earliest delivery. tnllens oth. Geateites 
heat. Brown porcelain 


Tm vitreous enamel. Armstrong Products Corp. enamel finish. 19” high. 
BTU, DEPT. BP HUNTINGTON, W. VIRGINIA 18,000 or 28,000 B.T.U. 
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Arizona was recently completed by 
the Fruehauf Trailer Co. 

Three times the size of the former 
plant, it represents an investment of 
more than $300,000 in land, building 
and equipment. The building, which 
covers 36,000 square feet in area on 
a five-acre site, is located at 902 
South Seventh Street. C. V. “Cap” 
Gulley is manager of operations. 


Bryant Heater Co., Cleveland, an- 
nounces the appointment. of C. G. 
Allen to its research and development 
staff. A graduate of Case School of 
Applied Science in metallurgy, Mr. 
Allen will devote his efforts primarily 
to experimental work in the develop- 
ment of gas heating equipment. 

Mr. Allen was formerly associated 
with the American Stove Co.. and the 
Testing Laboratories of the Amer- 
ican Gas Association, and is a veteran 
of World War II. 


John A. Fry, 
president of De- 
troit - Michigan 
Stove Co., has an- 
nounced the ap- 
pointment of L. 
E. Clancy as sales 
manager, Garland 
commercial 
equipment. He 
succeeds the late 
EK. J. Shermire. 
The appointment 
was effective 
Nov. 1. 


Mr. Clancy has been associated with 
Detroit-Michigan Stove Co. since 1924, 
He was advertising manager from 
1931 until 1944, when he was mate 
sales promotion and advertising man- 
ager. In his new post, Mr. Clancy 
will continue under the direction of 
John C. Pankow, director of sales, 


L. E. CLANCY 




















Sinclair dealers than just another label. 














IN EVERY SHIPMENT 
OF SINCLAIR LP-GASES 


"Honesty", "Reputation", and "Delivery" are hidden ingredients that come in every 
shipment of SINCLAIR LP-GASES. That is why the name SINCLAIR means more to 


The test of your source of supply is the way it takes care of your requirements 
during the peak demand season. SINCLAIR plans its production to fill the orders 
of its dealers. Plan your propane purchases with SINCLAIR now. 


SINCLAIR BUILDING @® TULSA, OKLAHOMA 
LIQUEFIED PETROLEUM GAS pDiviston 
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Gas Cylinder Truck — 


Easy Handling — Saves Lawns 


@ ALSO FOR STOVES, BOXES, CRATES 
@ PNEUMATIC RUBBER TIRES AVAILABLE NOW 


An all purpose, one man truck for moving both cylinders 
and appliances. No more back-breaking lifting, either. 
Tapered body gives operator ample room between handles. 
Cradle construction accommodates any size cylinder up to 
100 pound capacity. Wide Bottom flanges give support for 
appliances. Web strap (optional) holds appliance rigidly. 
Rounded handle grips permit skidding from end of delivery 
truck. Time saving, labor saving, cost cutting. Available now. 


Write for prices and folder. 





[HOMAS 


TRUCK 
& CASTER 
COMPANY 


1200 Mississippi River, Keokuk, la. 





* GENERAL CONTROLS 
T-30 bacKace sets 


Finely engineered, field proved packaged 
sets for compact inventory and convenient 
installation. Ideally adaptable to gas-fired 
boilers, floor furnaces, conversion burners 
and warm air furnaces. For LP-Gases, 100% 
shut-off is assured by the additional installa- 
tion of an MR-2 electro magnetic thermo- 
valve and thermocouple. 


P Set includes silent 2-wire K-3B gas 
Write for Catalog 52-B and valve, Metrotherm, transformer and 


Manual F1-101 30 feet of cable. 





FACTORY BRANCHES: Philadelphia - Atlanta - Boston - Chicago - Dallas 
Kansas City - New York - Denver - Detroit - Cleveland - Pittsburgh 
Houston - Seattle - San Francisco - DISTRIBUTORS IN PRINCIPAL CITIES 
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Veterans’ Rights to Old Jobs 
Clarified by Officials 


Returned veterans’ statutory reem- 
ployment rights do not depend on 
whether or not they were hired dur- 
ing the war production expansion 
period, according to an _ interpreta- 
tion of national headquarters of the 
Selective Service System, announced 
Nov. 27. 

“The law denies reemployment 
rights to veterans who left ‘tempo- 
rary’ positions,” the Selective Serv- 
ice statement said. “It is the opinion 
of Selective Service that all war jobs 
are not ‘temporary’ simply because 
such jobs were created as the result 
of war expansion.” 

The Selective Service interpreta- 
tion was made in connection with 
various reports that employers had 
endeavored to fix a certain date on 
which their war activities began and 


thus claim that all employees hire 
after that date were ‘temporary’ en. 
ployees and not eligible for Statutory 
reemployment rights, Selective Sery. 
ice stated that no such date couli 
be fixed as a criterion as to whether 
or not the employee was ‘temporary’ 
before entering military service and, 
therefore, constitute a basis on which 
he might or might not claim statu. 
tory reemployment rights. 
“Employers are protected unde 
the Law from undue hardship by the 
provision that an employer is not ob- 
ligated to reemploy a veteran if the 
employer’s circumstances have s 
changed as to make it impossible or 
unreasonable to do so,” the Selective 
Service statement pointed out. 
“Obviously, if the: returned veter- 
an’s job no longer exists and no po- 
sition of like seniority, status and 
pay exists within the company’s x- 
tivity, the employer can not be re 





a CLIP THIS AND MAIL TODAY 


if you are not a subscriber to 


BUTANE-PROPANE NE 
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SUBSCRIPTION ORDER 


Enter my subscription to BUTANE 
PROPANE News to begin with the 
next issue. 


1 YEAR $1.50 [] 3 YEARS $2.50 [) 


Check enclosed(_]_ Please send bill (_] 


NAME_. POSITION 


COMPANY. 











STREET 





Carter high quality Butane and Propane are unsurpassed as 
domestic and industrial fuels. Bulk loading points, St. Elmo, 
Illinois, Seminole and Stonewall, Oklahoma. Wholesale only. 
Your inquiries are solicited. 


THE CARTER OIL Company 
MmTULSA, OKLAHOMA | 

















sORIES 


For Bulk Stations, Tank Trucks, and 
above and below ground systems. 


% LP-Gas CYLINDER VALVES are listed as 
Standard and for re-examination service by Under- 
writers’ Laboratories, Inc. 


% GLOBE, LINE AND ANGLE VALVES — Dia- 
phragm Packless and Wing Cap — in Flare sizes 
from 4" to 5," O.D.; Sweat sizes from 14" to 214" 
O.D.; F-.P.T. sizes from 14" to 2”. 


SIGHT GLASSES, suitable for any normal LP-Gas 
pressure. Entire top assembly removable while 
soldering lines to body. 


FLARE FITTINGS, including Unions, Coupiings, 
Adapters, Elbows, Tees and Nuts — listed as Stang. 
ard by Underwriters’ Laboratories, Ine. 


SUPERIOR 


VALVE & FITTINGS COMPANY 
PITTSBURGH 26, PENNSYLVANIA 
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The Viking Pump Company is represented by 
a nation-wide sales and service organization 
in key cities from coast to coast—from Canada 
to the Gulf. Is your pumping installation oper- 
ating at high efficiency? Do you have a pump 
maintenance problem? Write or call the Viking 
representative nearest your plant for service. 
CHICAGO 6 DENVER 
Viking Pumps Eaton Metal Products Co. 
549 W. Washington Blvd. 4800 York Street 
Phone State 6819 also 
Albuquerque Pueblo 


CLEVELAND 13 Billings and Omaha 
EVANSVILLE 


BOISE 
The Olson Mfg. Co. 
P.O. Box 1487 


BOSTON 10 
Hayes Pump & Machy. Co. 
125 Purchase Street 
BUFFALO 10 
Root, Neal & Company 
P.O. Box {7 
Station D 
CHARLOTTE 
Southern Pump & Tank Co. 
1730 No. Tryon St. 
DETROIT 26 


Kerr Machinery Co. 
Keer Building 


Sib'Manhall Bolling 
arshall Building 
Phone Cherry 0687 —— Courst St Ce. 
INDIANAPOLIS 4 HOUSTON 
Viking Pump Company Southern Engine & 
207 Pennway Building Pump Co. 
Phone Lincoln 4788 900 St. Charles Street 
KANSAS CITY 6 py ; 
Viking Pump Company wae ype 
601! Pickwick Building 
Phone Harrison 8033 Lovrevitts 2 
Los ANGELES 21 Supply Co. 
Viking Pump Company 505 West Main St. 
2040 South Santa Fe Ave. MEMPHIS 2 
Phone Kimball 4470 J. E. Dilworth Co. 
MILWAUKEE.3 347 South Front St. 
be “oe omeaty 
610 W. Michigan St. “Lat a 
Phone Dal 0807 201 25th Avenue S.E. 
ys YORK 23 NASHVILLE 
Viking Pump Company General Equipment Co. 
1841 Breedwer at 60th St. Fred T. Watson 
Phone Cirele 7-3324 1804 20th Avenue So. 
BALTIMORE | NEW ORLEANS 12 
Wallace Stebbins Co. Menge Pump & Mch. Co. 
Charles and Lombard Sts. 833 Howard Ave. 
PHILADELPHIA 30 
Walter H. Eagan Co. 
2336-38 Fairmount Ave. 
PITTSBURGH 22 
Powe, Equipment Co. 
Olive Building 
RICHMOND ‘. 
Richmond nae Ge 
7th and Hospital Sts. 
SAN FRANCISCO 19 
DeLaval Pacific Co. 
61 Beale St. 


also 
Seattle and Portland 


ST. LOUIS | 
Lane Machinery Co. 
7th & Market Sts. 


DENVER TULSA 8 
— a Co. Warner Lewis Company 
h St. 209 E. Archer St. 


* 


VIKING company 


CEDAR FALLS,IOWA. 





quired to create a job in order to fyj 
fill the law. 

Otherwise, however, the circyp, 
stances surrounding the veteran 
original employment determing 
whether or not he was a ‘temporary 
employee but no fixed date can }¢ 
considered the determining factor j 
such circumstances.” 


G. H. Nichols, P. M. Herndon 
Organize Texas Company 


The Southern Gas and Equipmer 
Co. of Texas, has opened offices. jj 
Houston, Texas. This newly forme 


P. M. HERNDON GEO. H. NICHOL 


organization has been established 
carry on the production and sale a 
Southern Gas systems in that area 

Heading the new company areW 
native Texans, both recently di 
charged from the navy after maj 
months of service in the Pacific. Th 
two men are George H. Nichols, maj 
ager, and P. M. Herndon, assistaly 
manager. 

Mr. Nichols is a graduate of 
University of Texas, where he 
ceived his engineering degree 
electricity. Mr. Herndon attended # 
School of Commerce at Georgia Ted 

These two men head an orgal 
tion which will distribute Soutte 
Gas Systems, which will be manus 
tured in Houston. 
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WAYS WITH 


*GAS FIRED UNIT HEATERS * 


You can forget all about your heating 
poblems after Reznor Heaters have been 
installed. 

You need no labor for firing. Dependable 
feenors operate automatically and supply 
hat when you want it where you want it. 

You puy only for fuel used. When the 
mooth-working Reznors shut off, your 
fiel bill stops instantly. 


No heat loss due to transmission. Reznor 
Heaters fire directly to the area. The giant 
size, noiseless fan delivers an even flow of 
dean, comfortable heat. 


Reznor, the oldest name in gas heating 
quipment, makes a full range of sizes of 
(as-fired unit heaters. Fuel cost is the only 
erating cost. You save three ways when 
yuuse Reznor Unit Heaters. 


Used either for primary or auxiliary heat, Reznor 
Unit Heaters are ideal in heating all sizes and 
shapes of industrial buildings, retail stores, garages, 
airports, churches, bowling alleys. In fact, they are 
used the world over to heat all sizes of areas, large 


or small. 
re es na 


INOR MANUFACTURING CO REZN Rg JAMES ST, MERCER, PA 


"GAS HEATERS EXCLUSIVELY SINCE 1888” 
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| THREE 5000 GALLON SPHERICAL PROPANE 
STORAGE TANKS SHOWN IN USE BY THE 


» of t 
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LARGE CAPACITY 


INA 


SMALL SPACE 


WITH ATTRACTIVE 


APPEARANCE 


HEMIT FUEL SUPPLY CO. AND BUILT BY THE 


SUPERIOR TANK & CONSTRUCTION CO. 


155 SO. EASTERN AVE. PHONE AN. 4157 LOS ANGELES, CAL. 



















Pricing Problems Discussed General convention sessions wer 


e concluded by a panel discussion of 
By Stove Institute stove pricing regulations affecting the 


The Thirteenth Annual Convention industry. Samuel Dunckel, managing 
and Exhibit of the Institute of Cook- director of the Institute, led these ges. 
ing and Heating Appliance Manufac-_ sions along with officials of the Con. 
turers was held December 3-5 at the sumer Goods Division of the Office of 
Netherland Plaza, Cincinnati. Price Administration. 

The program committee, under the Mr. Dunckel also discussed recent 
chairmanship of Henry S. Minster, amendments to reconversion pricing 
arranged the program to include pa- orders by the OPA and its survey to 
pers upon current subjects, vital to determine whether the stove manufac. 
the stove industry, of: (1) An ap-_ turers were eligible for an industry- 
praisal of the business prospects for wide price increase. Questions from 
1946; (2) the current labor situation the membership were answered on: 
and conditions for industrial peace; (1) Price applications on new or 
(3) merchandising in a seller’s mar- changed models under Section 7 of 
ket; (4) the interdependence of the MPR 64; (2) “in-line” pricing appli- 





















appliance and construction industries; cations under Section 8 of that Order |FE/ 
(5) purchasing policies in the face of (3) OPA’s cost-absorption policy; andj | 46. 
low material supplies; and, (6) the (4) the new, monthly report on prog| ‘t's 
status of pricing regulations affecting duction and shipment by types of 
the stove industry. stoves. Saft 

ably 











Save from 500 to 
1000 Ibs. of LP Gas Vapal 
from each Tank Car 


Conservation of petroleum products is a w0 
necessity. The vapor left in the tank after liqui 
petroleum has been transferred from a tank 
or truck equals from 500 to 1000 Ibs. of LP Ga 
This booklet...probably the most compre 
sive ever prepared...tells how this vapor 
be salvaged with the Brunner LP Gas Unit. 
unit for gas transfer and recovery is outstam 
ing in speed, efficiency and low cost. The « 
ings in gas alone will pay for the unit after 
few unloadings. In addition, the time requitt 
for unloading is greatly reduced. Brunner Me 
ufacturing Company, Utica, N. Y., U.S.A. 
























Mail This Coupon TODAY! 
POPP er 
2 Brunner Manufacturing Company, Utica, N. Y. U.S.A 
Send me the booklet describing the Brunner LP Ga 
and containing diagrams, tables and valuable 
tion on the handling of liquid petroleum gos. 






pA 


~ 











Nome 












Address 









City and State. 








ARBO 


S FINEST...SAFEST 
GAS HEATERS 


A complete line of Vented and Unvented Quality heaters. 
Their Ultra Smart Appearance, Outstanding L.P.G. Per- 
formance and many Exclusive Features create unprece- 
dented user enthusiasm. You are assured satisfied custom- 
te and decidedly lower service costs when you sell this 
ine line. 


FAMOUS HI-CROWN BURNER 
BLUE FLAME PILOT LIGHT 

Leading L.P.G. Distributors from coast to coast rate it 

the finest of all burners for Butane. It ‘performs’ with- 
FEATURES THAT SELL _ out coaxing, constant cleaning or adjusting. Its quiet, 

odorless operation, great flexibility and reserve capacity 
AG.A. Approval, Hi-Crown Burners, insures your customers being completely satisfied. 
Automatic Lighting, Syphonaire 


Chassis, and Air Insulated Cabinets D E A z g 0 & N S 7 0 V t C 0 

are features your customers want. Finer s 
-Safer heaters, yet priced unbeliev- 3256 Milwaukee Ave. 3625 S. Grand Ave. 
ably LOW. Write for literature. CHICAGO, ILL. LOS ANGELES, CALIF. 














OUR 60th YEAR 


OF DEPENDABLE SERVICE 


ij DESIGNERS and 

FABRICATORS of 
A COMPLETE “MOSCO” LINE 
OF LP-GAS CONTAINERS 


BOSHER STEEL CO. 
DALLAS HOUSTON TYLER 
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AMERICAN 


HIGH-PRESSURE 


TANKS 


and 


STORAGE 
EQUIPMENT 


fill the bill 


ECONOMICALLY «© SAFELY 


AMERICAN PIPE & STEEL CORPORATION 
Manufacturers and Distributors 
Alhambra, California 











BUTANE-PROPANE EQUIPMENT 


Fill your L-P Gas needs now . . with 
equipment ont for top perform- 
ance and efficiency. Consult us about 
your particular problems. 


ALSO SEE US FOR... 
METER HOSE oo 


PUMPS Ss 
REGULATORS FITTINGS 








ACME EDIE ENT CORP. 


313-317 So. Pearl St. 


Dallas 1 Texas 
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Jas. E. Pew Leaves Washington 
Post as PAW Closes Up 


James E. Pew, who was director 
of the Natural Gas and Natur 
Gasoline Division of the Petroleun 
Administration for War during the 
latter war years, returned to private 
life Nov. 15 when the PAW was 
liquidated as a government agency, 

Mr. Pew joined the PAW in Jan. 
uary, 1942, and became director of 
the Natural Gas and Natural Di- 
vision on Oct. 14, 1948. He succeeded 
E. Holley Poe. 

Before going to Washington, Mr, 
Pew was associated with the Vir. 
ginia Gasoline and Oil Co., Charles 
ton, W. Va. Mr. Pew will now join 
the Sun Oil Co., Philadelphia, where® 
he will manage the company’s new 
division of natural gas and natural 
gasoline. 


War Production Bd. Gives Way 


to Civilian Production Admin. 


The War Production Board, which 
guided American industry through 
the war years and started it back 
on the road to peacetime production, 
wound up its affairs Nov. 2. With 
the close of business, the task o 
guiding the nation’s industrial 
changeover to full civilian production, 
falls upon WPB’s successor, the (i 
vilian Production Administration. 

J. A. Krug, WPB chairman sinc 
August, 1944, is leaving government 
service to go into private industty 
and the new agency will be headed 
by J. D. Small, formerly WPB chief 
of staff under Mr. Krug. 

The Civilian Production Admini 
tration inherits from WPB 52 ordets 
and three main priorities regulation. 
This compares with about 650 col 
trols which were in effect at me 
time under the war agency. 
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KEEP TUNED TO 

BRILLIANT FIRE 

LP-GAS HEATERS 
IN 1945 


Write for Latest Bulletin 


HE OHIO FOUNDRY & MFG. CO. 


STEUBENVILLE, OHIO 
“Quality Heating Equipment Since 1846” 





It's DIX 
in 46 
The New DIX Butane-Propane Carburetion 
Unit wili be in full scale production early 
in 1946. The many outstanding features 
to be found in this unit will help you 
make carburetion a new: and important 
part of your business . . .. We appreciate 


your interest and look forward to serving 
you. 


Han probado ustedes BUTANE como 
combustible? En caso que no, escribanos. 


DIX MANUFACTURING CO. 


3447 E. Pico Blvd. Los Angeles 23, Calif. 
Export Office—80 Broad St., 
New York City 4 











L.G.E. CORPORATION 
DISTRIBUTORS 


L & H Gas Ranges 
Sd] 
Superior Valves 
and Fittings 
* 


Brilliant Fire 
Space Heaters 


e . 
Commonwealth 


‘Wall Heaters 
& 
1355 Market St. 
Room 551 
San Francisco 3, California 


























Here is a new Royal Rose gas range styled 
for comfortable, economical cooking and 
easy cleaning. New improvements include: 


@ All steel, flush-to-wall construction. 
@ Improved ball bearing, pull-out broiler. 
@ Sanitary, white porcelain enamel exterior. 


Write for details 


J. ROSE & CO., INC. 
68 Jay Street Brooklyn I, N. Y. 
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CLASSIFIED 








Classified advertising is set in 6-point 
type, without border or display, at the rate 
of 10 cents per word per insertion; mini- 
mum charge per insertion $2. Box numbers 
for replies count as 5 words. Count as a 
word each one letter word and each group 
of figures. Classified advertising is only 
accepted when payment accompanies order. 
Copy and payment must reach publisher’s 
office prior to 10th of month preceding 
publication. 











SITUATIONS WANTED 





VETERAN WITH 14 YEARS CONSECUTIVE 
experience in executive and administrative po- 
sitions in bottled gas industry desires similar 
connection in west coast area or Latin Amer- 
ica. Age 40, good background in sales and 
operations, excellent references. Agreeable to 
moderate investment. Write Box 810, BUTANE- 
PROPANE News, 1709 W. 8th St., Los Angeles 
14, California. 











BUTANE - PROPANE 


%* Carburetion 

%* Gas Systems 

% Complete 
Engineering 
Service 


AMERICAN 
LIQUID GAS 
CORPORATION 


1109 So. Santa Fe, Los Angeles, Calif. 
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SITUATIONS WANTED 


LP-GAS EXECUTIVE — WITH ELEvygy 
years comprehensive experience in al] Phases 
of LP-Gas dealer distribution for gas and aD 
pliance traffic and technical problems related 
to LP-Gas business seeks future with pro. 
gressive distributor. Available after Jan, gi, 
Write Box 830, BUTANE-PROPANE News, 1109 
W. 8th St., Los Angeles 14, California, 


HONORABLY DISCHARGED MARINE DE. 
sires position as sales manager in L.P.G., ap. 
pliance or manufacturer of L.P.G. Supply 
Fields. High production, energetic, capable, 
college ed. Philgas trained. 4 very successful 
years with last L.P.G. employer on East Coast 
when war interfered. Wishes Calif. oppor. 








tunity. Write Box 820, BUTANE-PROPANE News, 


1709 W. 8th St., Los Angeles 14, Calif. 
EQUIPMENT FOR SALE 


FOR SALE: 117-lb., 4000 GALLON WATER 
capacity transport, mounted on new (5) five 
ton Reo, perfect condition and ready to go, 
Write or wire Box 840, BUTANE-PROPANE News, 
1709 W. 8th St., Los Angeles 14, California 











FREE TO WAR VETERANS 


If you are a veteran of World War 
No. 2, you may run a “Situation 
Wanted” classified ad in this column 
three consecutive months without 
charge. 

Send in your copy! 








Consolidated Edison Installs 
Propane at Bronx Gas Plant 


Installation at the Hunts Point ga 
manufacturing plant in the Bronx i@% 
a propane plant which will increas 
the production facilities by about 1 
million cu. ft. a day, or 12%%, i 
part of a $120,000,000 expansion prog 
gram planned by Consolidated Edisog 
Co., New York, to enlarge gas ali 
steam production facilities and 
force and extend distribution system 
for electric, gas and steam services. 

The installation will consist of 
storage tanks of 25,000 gals. capacilf 
each, and is expected to be complete 
before the high demand for gas du 
ing the cold spells of the comilt 
winter. 
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| TRANSPORTATION 
Of LP-Gas 
MADE SIMPLE 


= 





Tuck Tanks and Transports furnished by 
the Southern Gas and Equipment Co. are 
designed to meet your every requirement 
for transportation of all types of LP Gas. 
Tucks and, Transports fitted with tanks to 
your design or specially designed by us 
for you. 


Gas Systems Are Our Specialty 


Systems 


SOUTHERN : GAS AND 
EQUIPMENT CO. 
Atco Bldg., Tulsa, Okla. 











“KEEP ‘EM FRYING’ 
Use PITCO 


REG. U.S. PAT. OFFICE 


SAVE FAT ... GAS... SPACE 
Deep-Fat Frying at Its Best 


%e Customers can serve a wider variety of 
fried foods. 


%& Left-overs or by-products quickly converted 
into daily specials. 

% Increase in customer business means in- 
crease in the gas load. 

% Actual saving in fat alone more than pays 
total cost of gas required to operate them 





J.C. PITMAN & SONS 
SALES CORP. 


711-719 Broad St. West Lynn, Mass. 




















No. C. L.-80 Barber Burner 
APPLIANCE 


' BAR BE BURNERS 


We make many types of Burner Units to fit 
twide range of gas appliances. Nearly 200 


ime \'ppliance makers use Barber Burners. All 


tber units correctly designed and equipped 
vith proper jets to suit the appliance. Barber 
i the ONE burner which assures complete 
‘ombustion on Butane-Propane or ANY OTHER 
§%. Appliance builders and fuel distributors 
Qe their customers better service, more 
Konomy, by advising the use of Barber- 
“uipped appliances. Submit your burner 
problems to us. Complete Catalog on request. 


THE BARBER GAS BURNER CO. 
Cleveland, Ohio 











BUTANE and PROPANE 
TANK HEADS 


A.S.M.E. type 


for the manufacturers of 
BUTANE & PROPANE TANKS 
* * * * STANDARD RADIUS * * * * 
* * * * * 80°/ RADIUS * * * * * 
* * * * * ELLIPSOIDAL * * * * * 


DIAMETERS UP THROUGH 60" 
THICKNESS UP THROUGH //," 
Write for Head Catalog 


Yaar Vives ii ee 
STAMPING COMPANY 


Ps ee, ee ee 
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